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CHAPTER 1 
INTRODUCTION 

1.1 SCOPE 

This manual contains introductory material, installation and operating information, theory of 
operation, and maintenance information for the Type DC 10 Data Line Scanner. Since this manual is in- 
tended to aid maintenance personnel, the equipment is discussed primarily from a maintenance point of 
view. A general description and physical description is included in the introductory section to provide 
a brief overall understanding of a data line scanner system, A working knowledge of the central pro- 
cessor and peripheral devices is assumed; but, to aid maintenance personnel in locating reference ma- 
terial, a list of pertinent documents is included in the introductory material. In the installation and 
operating information, general operating instructions are provided, along with option adjustments that 
are required by the customer during installation. The theory of operation Is divided into three levels 
of coverage: first, a simplified system block diagram is used to identify the major system components 
and to describe the basic system operation; next, each of the major components are explained at the 
block diagram level, last, the circuits on the block schematics are related to the associated blocks on 
the block diagrams. In the maintenance section, troubleshooting information and adjustment procedures 
are provided to aid the maintenance personnel in locating and repairing system malfunctions. 

1.2 GENERAL DESCRIPTION 

The Type DCIO Data Line Scanner provides a timesharing two-way interface between the 
PDP-10 central processor and a maximum of 64 teletype-like stations. Any device which uses a 5-level 
or 8-level serial teletype code can be accommodated at signaling speeds of up to 100 kilobaud. Full- 
duplex, full-duplex with local copy, and half-duplex data line modes are available on each line ser- 
viced. Send-only or receive-only stations ore also accommodated. Information is transferred between 
a device and the central processor on a time-sharing basis and under program control. The data lines 
to the devices are serviced either on demand or under program control, but servicing of the data lines 
is controlled by the central processor on a priority interrupt basis. Command signalsare routed to the data 
line scanner via the input/output (I/O) bus and are used to control the ]/0 instructions. During a 
CONI or DATAI instruction, data is routed to the central processor from a device via the I/O bus. 
When a CONO or DATAO instruction is performed, data is routed from the central processor to a de- 
vice via the I/O bus. 
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1.3 



REFERENCE MATERIAL 



The following DEC documents contain mat-erial which supplements information in this manual . 

These documents may be obtained from the nearest DEC office or from 

Digital Equipment Corporation 

146 Main Street 

Maynard, Massachusetts 01754 



1.3.1 Monuals 



Digital Logic Handbook (C-105) 



PDP-10 Maintenance Manual 
Volume 1 DEC-10-HMAA-D 
Volume 2 DEC-10-HMBA-D 
Volume 3 DEC-10-HMCA-D 

PDP-10 System Reference Manual 
DEC-10-HGAA-D 



Specifications and descriptions of FLIP 
CHIP modules, plus simplified explan- 
ation of the selection and use of these 
modules in numerous applications. 

Complete information on the internal op- 
eration of PDP-10 logic, memory, basic 
input/output, and processor options. 

Programming and operating information for 

the computer, including programming information 

on the Type DCIO Data Line Scanner. 



1.3.2 Maintenance Program 

DCIO Data Line Scanner Test MAINDEC-10-D2CA-D 



1 .3.3 Engineering Drawings 

The following DEC drawings are contained in a separate diagram book. 



Drawing Number 

U-lU'"Bl!1UM^l*«l 

D-BS-DClOA-0-CLKD 

D-BS-DClOA-0-CNTR 

D-BS-DClOA-0-DATl 

D-BS-DC10A-0-DAT2 

D-BS-DC10A-0-DAT3 



Title 

■■i ffijt l .1 1111 P Ji UtjUXIII "■ 

Clock and Control Drivers 
Control Logic and Trans Enable 
Data Mixer Bits 7 and 8 
Data Mixer Bits 5 and 6 
Data Mixer Bits 3 and 4 
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Drawing Number 



Title 



D-BS-DC10A-0-DAT4 

D-BS-DClOA-0-DLS 

D-BS-DClOA-0-IND 

D-BS-DClOA-0-LSEL 

D-BS-DClOA-0-RIO 

D-BS-DClOA-0-SCNC 

D-BS-DClOA-0-SCNR 

D-BS-DClOA-0-WIO 

D-MU-DClOA-0-MU 

D-BS-DC10B-0-COMM 

D-BS-DClOB-0-LOl 

D-BS-DC10B-0-L23 

D-BS-DC10B-0-L45 

D-BS-DC10B-0-L67 

D-FD-DC10B-0-W706 

C-CS-W706-0-1 

D-FD-DC10B-0-W707 

C-CS-W707-0-1 

D-FD-DC10B-0-W708 

C-CS-W708-0-1 

D-MU-DC10B-0-UML 

D-AR-DC 10-0-0 



Data Mixer Bits 1 and 2 

Data Line Scanner I/O Control 

Indicator 

Line Select Drivers 

I/O Bus Read Logic 

Scanner Control 

Scanner Registers 

I/O Bus Write Logic 

Module Utilization 

8-Line Group Common Control 
8-Line Group Lines and 1 
8-Line Group Lines 2 and 3 
8-Line Group Lines 4 and 5 
8-Line Group Lines 6 and 7 
Flow Diagram W706 Receiver 
Teletype Receiver W706 
Flow Diagram W707 Transmitter 
Teletype Transmitter W707 
Flow Diagram W708 
Communications Interfacer W708 
DC! OB Module Utilization List 
System Notes, Data Line Scanner 
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Drawing numbers for DCIOC, DCIOD, and DCIOE options will be supplied at a later date, 



PHYSICAL DESCRIPTION 



The DCIO Data Line Scanner is designed to fulfill a wide variety of system requirements. 
System components are purchased as options, thus the hardware configuration of a system depends upon 
the customer's requirements. The major components of a data line scanner system are identified in 
Figure 1-1 . Table 1-1 lists the physical characteristics and provides a brief functional description for 
each of the DEC designed and manufactured options. 
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1.4.1 Physical Details 



System components are purchased as options and are mounted in standard DEC 19-in. cabinets 



noun' 

S7 



'£o\ 



which are constructed with welded »*Mrframes and ^heet f alu m'i Hum' /overing. Access doors are mounted 
on the front and rear of the cabinet and are held closed by magnetic latches. The power control, eight 
standard 25-pair connecting blocks, and the dc power supplies are mounted inside the rear door on a 
full-width plenum door that is latched by a spring-loaded pin at the top. Module mounting panels are 
mounted behind the front door with the wiring side facing outward. Blower assemblies mounted between 
the module mounting panels pass cooling air over the modules; the air is exhausted through an opening 
at the top of the cabinet. 

In each system, the DCIOA Control Unit is required. The cabinet supplied with this option 
contains the control unit, indicator panel, integrated circuit power supply, two blower assemblies, and 
21 in. of panel mounting space. When additional panel mounting space is required for a larger system, 
the cabinet of the DCIOF Expander Cabinet option is bolted to the control unit cabinet to form a con- 
tiguous unit. The expanded cabinet is similar to the first cabinet except an additional control unit is 
not required or supplied. Because of this, the cabinet addition provides 42 in. of panel mounting space. 
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Figure 1 -1 Data Line Scanner Components 
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Figure 1-1 Data Line Scanner Componenl^ (cont) 
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Table 1-1 
Physical Characteristics of the Data Line Scanner Options 



Option 


Function 




Contains 


Weight 


Physical 
Requirements 


Power 
Requirements 


DCIOA 


Provides the necessary in- 


a. 


One Control unit 


500 Ib.^ 


Requires 3 ft. in both front 


1500W. 


Control Unit 


terface between the central 
processor and up to eight 
line groups. 


b. 
c. 
d. 
e. 
f. 


One cabinet with 
power supplies 
One set of I/O bus 
cables 

Four line group con- 
necting blocks 
Four external cable 
blocks 

21 in. of panel 
mounting space 




and rear for access and 
maintenance. 




DCIOB 


Provides the necessary in- 


a. 


One 8-line group 


See DCIOA 


Requires 5-1/4 in. of panel 


See DCIOA 


8-Line Group 


terface between the control 


b. 


One set of cables to 




mounting space and one 




Unit 


unit and eight teletype-like 
devices. 




the control unit 




equipment connecting block 




DCIOC 


Provides relay buffering for 


a. 


One telegraph relay 


See DCIOA 


Requires 10-1/2 in. of panel 


See DCIOA 


8-Line Tele- 


full or half duplex circuits. 




assembly 




mounting space and two 




graph Relay 




b. 


One relay bias panel 




equipment connecting 




Assembly 






5^ 




blocks 




DCIOD 


Provides the necessary 


a. 


One 125 Y^, 2A 


See DCIOA 


5-1/4 in. of panel mount- 


See DCIOA 


Telegraph 


power to operate the tele- 




power supply 




ing space allotted in DCIOA 




Power Supply 


graph lines associated with 
approximately four tele- 
graph relay assemblies. 








cabinet 




DCIOE 


Provides status and opera- 


a. 


Eight expanded data 


See DCIOA 


Requires 10-1/2 in. of 


See DCIOA 


Expanded 


tional controls for eight 




set controls 




panel mounting space and 




Data-Set 


standard data sets, two with 


b. 


Two automatic call- 




one equipment connecting 




Control 


automatic calling pro- 
visions. 


c. 


ing unit controls 
One set of cables to 
the control unit 




block 





Typical 



Table 1-1 (cont) 
Physical Characteristics of the Data Line Scanner Options 



Option 


Function 


Contains 


Weight 


Physical 
Requirements 


Power 
Requirements 


DC! OF 

Expander 

Cabinet 


Provides additional panel 
mounting space for large 
data line scanner systems. 


a. 
b. 
c. 
d. 


One cabinet with 
power supplies 
Four line group 
connecting blocks 
Four external cable 
connecting blocks 
42 in. of panel 
mounting space 


500 Ib.^ 


Requires 3 ft. in both front 
and rear for access and 
maintenance 


1500W. 



Typical 



CHAPTER 2 
OPERATING INFORMATION AND INSTALLATION 



2.1 



INTRODUCTION 



This chapter provides operating and installation information to aid data line scanner maintenance 
personnel. The contents of this chapter are organized in this manner: first, the control and Indicators are 
identified and their functions are briefly explained; next, general operating instruction and programming 
notes provide an overall understanding of the data line scanner; then, detailed procedures for setting up 
various per-line options during installation are provided. To fully understand these procedures, main- 
tenance personnel should read the theory of operation contained in Chapter 3. 



2.2 



CONTROLS AND INDICATORS 



The controls and indicators associated with the data line scanner are identified in Figures 2-1 
and 2-2. A thorough understanding of the controls and indicators on the maintenance and indicator 
panel. Figure 2-1, is a valuable aid to system personnel not only during maintenance mode but also 
during normal operation. Table 2-1 describes the function of each control or indicator on the panel . 
The power control panel shown in Figure 2-2 controls the application of the data-line scanner input 
power. From the power control panel, input power is turned on, the data line scanner power supplies 
are controlled, and either the local or remote power mode is selected. 




Figure 2-1 Indicator Panel 
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Table 2-1 
Indicator Panel Functions 



Number 


Nomenclature 


Item 


Function 


1 


SCAN 


Indicator 


Indicates that the group selected by the group 
register has a flag on. 


2 


IRAN FG ST 


Indicator 


Indicates when the transmitter flag of the data line 
selected by the group and units registers is on. 


3 


RCVR FG ST 


Indicator 


Indicates when the receiver flag of the data line 
selected by the group and units registers is on. 


4 


PI REQ 


Indicator 


Indicates when the program interrupt flip-flop is set. 


5 


PI CHANNEL 


3 Indicators 


Indicates the octal program-interrupt channel 
number. 


6 


DTROS 


Indicator 


Indicates when the data term ready one-shot is set. 


7 


CNT RSTR 


Indicator 


Indicates when the count restart flip-flop is set. 


8 


CNTHOLD 


Indicator 


Indicates when the count hold flip-flop is set. 


9 


RCVR FLAG 


Indicator 


Indicates when the receiver flag flip-flop is set. 


10 


DATAO 


Indicator 


Indicates when the DATAO flip-flop is set. 


11 


LINE RCVR 


Indicator 


Indicates when the receiver flag of the data line 
selected by the line number switches is on. 


12 


LINE TRAN 


Indicator 


Indicates when the transmitter flag of the data line 
selected by the line number switches is on. 


13 


LINE 

NUMBER 


6 Indicators 


Indicates the data line number selected by the 
scanner in octal form . 


14 


DTR DIS 


Toggle Switch 


When up, holds the data term ready one-shot in 
the one state . 


15 


UNIT 


8 Position Rotary 
Switch 


Selects a data line within the selected group. 


16 


GROUP 


8 Position Rotary 
Switch 


Selects the desired group number. 


17 


MAI NT 


Toggle Switch 


When up, selects the maintenance mode. 
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Figure 2-2 Power Control Panel 



Table 2-2 
Power Control Functions 



Number 


Nomenclature 


Item 


Function 


1 




Indicator - White 


Illuminated when 115 ^c or 230 "^c line power 
is applied. 


2 




Indicator - Red 


Illuminated when the line power is polarized 
wrong and when 230 Ni^c power is appi ied . 

Controls line power to the convenience outlets 
and the DCIOD option and protects input line. 


3 


30 AMP 


Circuit Breaker 


4 


REMOTE/ 
LOCAL 


Toggle Switch 


Selects the local mode or the remote mode. 


5 


POWER 


Toggle Switch 


Controls line power to the power supplies and the 
data line scanner system. 

1 



2.3 



OPERATING NOTES 



In this section, operating ncftes are supplied to provide both operational and maintenance 
personnel with an understanding of the data line scanner operation. The information in this section is 
divided in the following manner: power application procedures during normal and maintenance operations 
are detailed; device selection for the data line scanner is discussed; and a brief description of the 
functions performed during the various I/O is provided. 
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2.3.1 Power Application 

The applicaHon of power is controlled at the central processor's margin control panel when 
the following switches on the data line scanner power control(s) are placed in the following positions: 

a. The LOCAL/REMOTE switch in the REMOTE position. 

b. The POWER switch in the up position. 

c. The circuit breaker in the up position. 
This is the normal placement of the switches. 

To control the application of power at the data-line scanner power control during mainte- 
nance operation, the LOCAl/REMOTE switch is placed in the LOCAL position and the circuit breaker 
is left in the up position. Then, the POWER switch may be used to control the application of power, 
as desired . 



2.3.2 Device Select 



ion 



The data line scanner is selected by the central processor under program control. Seven com- 
plementary pairs of signals representing lOS 3 through lOS 9 of the I/O bus are routed to the device 
selection option card in the DCIOA. At the device selection option card, jumpers are normally inserted 
to provide a device number of 0101000 (240 ). When this device number is routed to the option card 
via the I/O bus, the data line scanner is selected. Device number 240- is the standard device number 
for the data line scanner, but of course, it is possible to place the jumpers on the device option card so 
the data line scanner will respond to any device number. For additional information on device selection, 
refer to Section 2.5, Installation. 

2.3.3 I/O Instruction 

The data line scanner is designed to respond to the standard \/0 instructions under program 
control. In the following table, each l/O instruction is identified and a brief summary of its functions 
is provided. The actual function of each instruction is dependent upon programming. Refer to Section 2.4, 
Programming Notes, for a general reference to data-line scanner programming. 

Instruction Functions 

CONO (Conditions Out) A transfer of data from the central processor to the data line 

scanner may perform one or more of the following: 

1 . Clear the data line scanner 

2. Set the data terminal ready one-shot 

3. Reset the scanner counters 

4. Load the PI channel number into the PI storage register. 

2-4 



Instruction 



CONl (Conditions In) 



DATAO (Data Out) 



DATAI (Data In) 



Functions 

Transfer of conditions from the data line scanner to the central 
processor indicates the following: 

1 . The position of the data terminal ready disable (DTR DIS) 
switch. 

2, The presence of a transmitter interrupt 

3, The presence of a receiver interrupt 

4, The data-line scanner PI channel number 

A transfer of data from the central processor to the data line 
scanner may perform one or more of the following: 

1 . Select a data line number 

2. Transmit data to an idle data line 

3. Transmit data to an interrupting data line 

4. Clear a transmitter flag without sending data 

5. Cause a program interrupt 

6. Cause the off-hook enable flip-flop to change states 

7. Cause a data-set to request a dial tone 

8. Indicate the presence of a digit 

9. Identify the digit to be dialed 

A transfer of data from the data line scanner to the central 
processor will transfer the following: 

1 . The interrupting data line number 

2. The presence of active data 

3. A 5-bit or 8-bit character transfer or data line status word 



2.4 



1 



PROGRAMMING NOTES 



2.4.1 



Introduction 



The DCIO Data Line Scanner interfaces up to 64 teletypewriter-like stations to the PDP-6 
or PDP-10 computer. The DCIO Data Line Scanner accommodates any device which uses 5-level or 



Programming notes are effective as of September 22, 1967, 
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8-level, serial st-art-stop codes at speeds up to 100 kilobaud. Full-duplex, full-duplex with local copy 
(the usual switched network configuration), and half-duplex data line modes are available on each line 
serviced. Send-only and receive-only (simplex mode) stations are also accommodated. Each data line 
serviced can be connected for any of three signalling speeds. 

The DCIO Data Line Scanner is constructed "building-block" style out of modularly functional 
units. Figure 2-3 shows the block diagram of a typical DCIO installation. The DCIOA provides a 64- 
line scanner and the I/O bus interface for the data line scanner and also provides cabinet space and 
power supplies for the other units of the data line scanner. 

The DCIOB provides eight lines of serial-parallel conversion and data-line interfaces for both 
EIA standard RS-232-B signaling and 20 mA full-duplex local loops. The EIA interface is provided for 
data-sets and Model 37 Teletype machines. The 20 mA local loops are provided for Model 28, 33, and 
35 Teletype machines and other compatible equipment. 

The DCIOC Telegraph Relay Option provides interface conversion for long lines and/or elec- 
trically "dirty" environments; half-duplex capability Is also provided by this option. The DCIOD Tele- 
graph Power Supply is a high voltage power supply used with one or more DCIOC options. Both the 
DCIOC and DCIOD are invisible to the programmer except that the DCIOC provides half-duplex capa- 
bility for the DCIOB. 

Data-sets such as those used in the Dataphone, TWX, and Telex systems can be used directly 
with the DCIOB with manual data-set control . The DCIOE provides the computer with control over these 
data-sets. This option allows positive automatic control over the data-sets which is frequently useful 
in multi-user timesharing systems with switched network access. The DCIOE provides control of eight 
data-sets and two associated automatic calling units. 

The DCIOF provides the additional cabinet space and power supplies required in expanded 
systems. It is invisible to the programmer. 

The DCIO Data Line Scanner requires one I/O device number (standard: 240(3; mnemonic: 

o 

DLS) and provides program interrupts on one PI channel. Although all data, status, and control are 
passed through the DCIOA, the various aspects of programming are described in the various hardware- 
option oriented sections which follow. 

2.4.2 DCIOA Programming 

The scanner in the DCIOA continually monitors the eight possible 8-line groups (or expanded 
data-set controls) until It finds a group or control with a flag that is raised. The scanner then scans 
through the selected group or control, looking for the data line number (which may represent a data-set's 



"Interface between Data Processing Terminal Equipment and Data Communication Equipment" 
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Figure 2-3 DCIO Block Diagram 

status bits) which has its flag raised. When the scanner finds a line number requiring attention, it stops 
and causes a program interrupt on the PI channel assigned to the data line scanner. The maximum time 
required to find the next flag after having serviced a data line is approximately 20 |js. 

The data line scanner control register is shown in Figure 2-4. A CONO to the data line 
scanner performs the following functions: bits 33 through 35 are loaded into the PI channel register and 
are used to determine what channel a PI will occur on; bit 32, when 1 , resets the scanner to line num- 
ber 00, thus providing higher priority for lower numbered lines than for higher numbered ones; bit 31, 
when 1 , sets the data terminal ready one-shot used for data-set control . See Section 2 ,4.4 for details 
of data terminal ready operation. Bit 30, when a 1 , clears the entire data line scanner system in exactly 
the same fashion as I/O reset does. It clears the PI channel register, clears the PI flip-flop and initializes 
all DClOB and DC10E registers, thus clearing all waiting or partially processed characters. 
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Figure 2-4 DCIOA Control and Status 

The data line scanner status bits are shown In Figure 2-4. Bits 33 through 35 indicate the 
setting of the PI channel register; bit 32 = 1 , if the scanner is at a line which has its receiver flag 
raised; bit 31 = 1 , if the scanner is at a line which has its transmitter flag raised; bit 30 = 1 , if the 
disable data terminal ready switch is on. 

The left-half (bits 11 through 17) of the DATAO and DATAI data contains line number in- 
formation used in conjunction with the data in the right-half while programming the DCIOB and DCIOE. 
See succeeding sections for details. 

2.4.3 DCIOB Programming 

Each DCIOB provides serial to parallel and parallel to serial conversion for eight serial-data 
lines. Each line can be connected for one of the three data speeds provided in the DCIOA. Each line 
may be connected for 5-bit or 8-bit asynchronous start-stop code and may be provided with 1 unit, 
1-1/2 unit, or 2 unit stop codes and full- or half-duplex options. Each line uses a 20 mA local-loop 
interface or an EIA interface. The only options which affect programming are the 5-bit or 8-bit option 
and the half- or full-duplex option. The 8-bit full-duplex option will be treated in detail. The other 
cases will be treated as variations of this case. The DCIO is designed to minimize the number of central 
processor instructions required to service it. To achieve this, the data line number and the corresponding 
data are handled together in the left and right halves of the data words. Figure 2-5 details the bit con- 
figurations for DCIOB operation. Several different operations are necessary in servicing teletypewriter 
lines, they are the following. 

a. transmit a character on a presently idle line, 

b. transmit a character on an active line (which is ready for its next character), 

c. deactivate an active transmitter line (turn off its flag without sending another character), 

d. read in a received character. 

The heart of the DCIOB is the teletype transmitter and teletype receiver modules provided 
with each line. 

Data are loaded into the teletype transmitter module and, if the disable bit is not on, sent 
out in serial fashion as a proper teletypewriter code. When the transmitter has finished serializing 
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the data, it turns on its flag for the scanner to see. When the scanner reaches the transmitter's line 
number, it stops and causes a PI . When additional data is loaded into the transmitter module, its flag 
is turned off and it starts to send out the serial data. Loading the transmitter module with the disable bit 
on will clear the transmitter flag without sending out additional data. 



DATA RECEIVED 
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RCVR 
DATA 


BIT 
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BIT 
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BIT 
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BIT 
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BIT 
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BIT 
1 


/ 
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DISABLE 


SIT 
8 


BIT 
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BIT 
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BIT 
5 


BIT 
4 
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BIT 
2 


BIT 
1 




DATA TO BE TRANSMITTED 



USE 
DIRECTED 
LINE NO, 



1 P I 

ACTIVE LINE NUMBER 



DIRECTED LINE NUMBER 




Figure 2-5 DC! OB Data 

The receiver module gathers serial data until it has received a full character, at that time it 
raises its flag for the scanner to see. When the scanner reaches the receiver's flag, it stops and causes 
a PI. Reading the data from the receiver module clears the receiver flag. 

To transmit on an idle line, the instruction 

DATAO DLS, CHARWD 
may be executed, where CHARWD contains 



10 n 12 



(USE DIRECTED LINE NUMBER) 

1 TO ENABLE INFORMATION 

IN BITS 12 THROUGH 17 



J 



17 18 



(OATAOI 



W//////M///////m//M 


1 


LINE 
NUMBER 


w/m///m/////M 





CHARACTER TO BE 
TRANSMITTED 



26 27 28 



(TRANSMITTER DISABLE) 

TO ALLOW CHARACTER 

TO BE TRANSMITTED 



J 



35 



The 1 in bit 11 causes the line number in bits 12 through 17 to be used in place of the scanner register's 
line number for loading the transmitter module. The scanner is not loaded with bits 12 through 17, in- 
stead it continues scanning and resumes looking for lines requiring service after the instruction is finished 
If the line specified is not idle, the character transmitted will be garbled. 
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When the transmitter is finished sending a character to the data line (9.5 units after it started), 
U raises Us flag. The scanner stops at the flag and sends a PI request to the central processor. To send 
another character, the PI may be serviced by 



DATAI DLS, LINEWD 
TRNE LINEWD, 400 
(Jump to Receiver Subroutine) 
(Look up next character) 

DATAO DLS, CHAR 

(Dismiss interrupt) 



DATA INTO AC LINEWD 

IS THIS RECEIVED DATA 

YES 

NO, TRANSMITTER INTERRUPT 

;LOAD NEXT CHARACTER INTO TRANSMITTER 



LINEWD will contain 



11 12 



17 18 



26 27 28 



(RECEIVED DATA) 
IF NOT A RECEIVER INTERRUPT 



J 



(DATAI) 



w/////////m/////m////i 


LINE 
NUMBER 


wm/m/////////f, 





W////M//////M, 



35 



CHAR should contain 



(DATAO) 




(USE DIRECTED LINE NUMBER) 

TO IGNORE 

BITS 12 THROUGH 17 



(TRANSMITTER DISABLE) 
TO ALLOW CHARACTER 
TO BE TRANSMITTED 



J 



The DATAO will turn off the transmitter's flag (releasing the scanner) and allow the transmitter module to 

transmit the new character serially. 

To maintain maximum speed on a line, the new character must be loaded within T where 

- _ Number of stop units - 1/2 , 

t line speed (baud) or units (bits) per second 
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NOTE: A CONI (or CONSO or CONSZ) servicing a PI 
request will indicate the state of the transmitter and re- 
ceiver flag. After a PI request is made by the data line 
scanner, a receiver flag is not allowed to come up, if not 
already up, until after the PI request is serviced (or I/O 
reset occurs) . This means that if only a transmitter is 
found with a CONI servicing a PI request, the right half- 
word data of the DATA! will be 0, If a receiver flag is 
found with a CONI servicing a PI request, the right half- 
word data of the DATAI will contain 1 in bit 27 and the 
character received in bits 28-35. If both a transmitter 
and receiver flag are on, the receiver flag takes precedence. 



To turn off a transmitter flag, and thus release the scanner, without transmitting another 
character the DATAO DLS, CHAR should be replaced by DATAO DLS, NOCHAR where NOCHAR 
contains: 



10 11 12 



(USE DIRECTED LINE NUMBER) 
TO IGNORE - 
BITS 12 THROUGH 17 



17 18 



26 27 28 



(TRANSMITTER DISABLE) 
1 TO CLEAR FLAG BUT DISABLE 
TRANSMITTER FROM SENDING' 
ANOTHER CHARACTER 



(DATAO) 



w///////////////////mm. 





W//////////M 


W///////////////////////^ 


1 


w////////////////m 



35 



When a receiver module receives a complete character (in the middle of the eighth data bit), 
it raises its flag. The scanner stops at the flag and sends a PI request to the central processor. The re- 
ceived data is read into the central processor by 



DATAI DLS, LINEWD 
TRNE LINEWD, 400 
(Store Character) 
(Transmitter Subroutine) 



DATA INTO AC LINEWD 

IS THIS RECEIVED DATA 

YES 

NO, TRANSMITTER INTERRUPT 



(Dismiss Interrupt) 



LINEWD will contain 




LINE 
NUMBER 



11 12 



17 18 



(DATAI) 




(RECEIVED DATA) 

1 INDICATES DATA 

IN BITS 28 THROUGH 35 
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The receiver flag is turned off by this DATAI. To avoid garbling a character, receivers must be serviced 

within T , where 
r 

Y _ Number of stop units + 1/2 

r line speed (band or units (bits) per second) ^®^°" * 

If a data line scanner has many lines, or lines running at different speeds, each PI must be 
serviced within the T^ of the highest speed line to avoid "hanging" the scanner and losing data. Even 
though a PI is not serviced within T and the character is garbled, the DATAI must be done in order to 
clear the receiver module flag so that the end of the next character can be detected. 

Operation of a line with 5-bit teletypewriter codes is identical to that with 8-bit codes ex- 
cept that bits 28 through 30 of DATAI and DATAO data words no longer carry information. 

Operation of a line in full-duplex with local copy mode does not effect programming except 
that the transmitter module will not start transmitting a character until the associated receiver module 
is idle, in order to avoid garbled copy at the teleprinter. Hence, transmitter Pis may occur less 
frequently. 

Operation of a line in the half-duplex mode is essentially identical to full-duplex operation. 
(The DCIOC Telegraph Relay Option is required, of course.) However, any time a character is trans- 
mitted, it will subsequently be received by the receiver module associated with the same line. The 
received character should be checked by the program to see If It matches the transmitted character. If 
It does not, either a line error has occurred or the keyboard of the teletypewriter has been struck. This 
condition is often used to interrupt program output. A line's transmitter and receiver will both cause 
interrupts at the end of a character. The receiver PI request will occur one unit before the transmitter 
PI request. If a character is sent to the transmitter of a half-duplex line while its receiver Is active, 
the transmitter will wait until the receiver has finished before starting to transmit. Thus a character may 
be loaded into the transmitter module at any time without garbling the character presently being received. 
(It may, however, garble the next character received.) 

2.4.4 DC10E Programming 

The DCIOE Expanded Data-Set Control provides computer supervision of the control functions 
of the more common types of data-sets. A data set connected to a DCIOE then has two line numbers 
assigned to it: the data line number to the DCIOB and the control line number to the DCIOE. Provision 
for two automatic calling units is included in each DCIOE. The DCIOE uses a control interface which 
conforms to EIA standard RS-232-B. Data-set status and control bits appear in the same bits of the I/O 
data words as characters from the DCIOB. On the six lines (0 through 5) of the DCIOE which are pro- 
vided with data-set control only, the Clear to Send (CB ) and Restrain Detected (RD) signals are provided 

Two and three letter abbreviations (CD, RD, DLO etc.) are the signal lead names in the data set tech- 
nical manuals. 

2-12 



to the data-set. On the two lines provided for control of automatic calling units, Data Line Occupied 
(DLO), Present Next Digit (PND), and Abandon Call and Retry (ACR) are provided from the automatic 
calling unit (ACU) in addition to CB and RD from the associated data-set. The signals Call Request 
(CRQ), Digit Presented (DPR) and NB8, NB4, NB2, and NBl (binary-coded decimal digit to be dialed) 
are provided to the automatic calling unit in addition to CD which is provided to the data-set. Figure 2-6 
details the bit configuration for the DCIOE. As the data-set control information need not be retransmitted 
periodically, the data-set control never causes a transmitter interrupt. Similarly, the data-set status 
tends to remain constant for long periods of time. Therefore, only the more meaningful status bit 
transitions set the data-set status flag (receiver flag). The scanner stops at the data-set status flag 
and causes a PI request. In order to read out the status of a data-set whose flag is not set, a bit in the 
data-set control register causes the flag to be set artificially so that the scanner will stop the next time 
the line is scanned to allow the status to be read out. 
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Figure 2-6 DCIOE Data 

Data sets respond to their CD (data terminal ready) lead, as follows. Whenever the data- 
terminal ready signal is false, the data set is inactive; if the data terminal ready signal is true, the 
data-set answers an incoming call or allows an outgoing call to be completed. When data terminal 
ready goes from true to false, the data-set will break its connection and hang up. Data terminal ready 
control is provided in the DCIO in two stages. The DCIOA contains an integrating one-shot which must 



_ The "ON" transitions set the flag . 
The "ON" and "OFF" transitions set the flag. 
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be kept in the 1 state by a CONO instruction every 500 ms. Use the instruction 

CONO DLS, DTRWD ;SET DATA TERM READY 

where DTRWD is as follows: 



w/M/mm/M/m/m' 


1 





PI 

CHANNEL 



29 30 31 32 33 
AAA 



(CLEAR) 
SO DON'T CLEAR DATA- 
LINE SCANNER 
(DATA TERMINAL READY) 

I TO SET DTR ONE-SHOT 

TO ONE STATE 

(RESET SCANNER) 
SO DON'T RESET SCANNER' 



This feature may be eliminated for software debugging purposes by throwing the DTR DiS switch UP on 
the indicator panel of the DCIOA. The DTR DIS switch holds the data terminal ready one-shot in the 
one state indefinitely and inhibits clearing of the off hook enable flip-flop by JOB RESET or by a CONO 
with bit 30 a 1 . 

The status of the DTR DIS switch can be determined with a CONI: 

CONI DLS, CONIWD 
where CONI WD will be: 



(CONI) 



wM/m/////MM/mMm/Mm///m^^^^^^^^^ 


I 








PI 

CHANNEL 



29 30 31 32 33 



(DTR DIS) 

DATA TERMINAL READY 

ONE-SHOT HELD IN THE 

ONE-STATE BY DTR DIS SWITCH 

(TRANS PI) 
NO TRANSMITTER INTERRUPT 

(RCVR PI) 
NO RECEIVER INTERRUPT 



J 



A A 



Each data-set line is equipped with an off hook enable flip-flop. When this flip-flop is in the 
1 state and the data terminal ready one-shot is in the 1 -state, the CD lead to the data set is ON. If the 
CD lead goes OFF, it is held off for 100 ms to insure that the data set disconnects properly. 

A data-set only line is controlled by: 

DATAO DLS, DSWD 
where DSWD is as follows: 
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LINE NUMBER OF 
DATA-SET CONTROL 



(DATAO) 



(USE DIRECTED LINE NUMBER) 
1 TO USE BITS 12 THROUGH 17 



J 



(CAUSE PI) 

I CAUSES PI IN ORDER 

TO READ OUT 

DATA-SET STATUS 



J 



29 

/I 



(OFF HOOK ENABLE) 
1 SETS FLIP-FLOP • 
CLEARS FLIP-FLOP 



The off hook enable flip-flop may be cleared an<d set in successive instructions in order to 
disconnect a call and then allow the data-set to automatically answer another call . 

The state of the off hook enable flip-flop can be read out by a DATAI after the data-set flog 
has been raised. Two other bits of status are also read out. Clear to Send (CB) indicates that the data- 
set has shaken hands with another data-set and data may be transmitted. In the TWX system, and some 
other switched network systems, however, the transmission of data should wait until after the receipt of 
an "answerback" code from the called station if the call was originated at the computer end. If no 
answerback code appears within a few seconds, the call should probably be disconnected by using the 
off hook enable flip-flop described previously (switched network only). When answering a call in switched 
network systems, the computer may be required by the carrier's tariffs to send on answerback code when 
CB (clear to send) comes ON. When CB goes OFF, the data connection has been broken, either by the 
distant party disconnecting or by the connection being otherwise broken. Both the ON and OFF tran- 
sitions of CB (clear to send) raise the data-set control line's receiver flog. Under some conditions the 
program may have to hang-up the local data-set (see DCIOE special application notes below). 

In switched network (TWX) service, a 4-row (100 or 150 word per minute)station (such as the 
computer/data-set conbination ) may be connected to a 3-row (60 word per minute) station through on 
intermediate translator. In these or similar situations, a Restrain Detected (RD) signal informs the com- 
puter that the intermediate translator buffer is full and will not receive any more characters. The com- 
puter must stop sending until the restrain detected signal goes OFF again, or the translator will disconnect 
the data circuit. The ON transition of the RD (restrain detected) signal raises the data-set line's 
receiver flag. 

Read the data-set status after a flag has been raised (artificial or other) by 



DATAI DLS, LINEWD 
TRNE LINEWD, 400 
(Jump to receiver rubroutine) 
(Transmitter subroutine) 



(Dismiss Interrupt) 



IS THIS RECEIVER DATA 
YES 

NO, TRANSMITTER INTERRUPT 
(Must not be a data-set control) 
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LINEWD will contain: 



(RECEIVED DATA! 
I INDICATES DATA IN 
BITS 28 THROUGH 35 



CD CONTROL FLIP-FLOP • 



(DATAI) 




32 33 34 35 



(-ON 
0-OFF 



In switched network operations it is convenient to have the computer originate data calls. 
The DC10E provides control for two automatic calling (dialing) units (ACU's) in line positions 6 and 7. 
The automatic calling units are operated as follows. With the CD (data terminal ready) lead ON to 
the data-set, the CRQ (caH request) lead to the automatic calling unit is turned ON. This picks up 
the telephone line and requests a dial tone. When the dial tone is received, the DLO (data line oc- 
cupied) and PND (present next digit) lines come ON, Now the first digit of the number to be dialed 
is set up and transmitted as NB8 through NBl with DPR (digit present) indicating that NB8 through NBl 
are act^. Each digit is loaded after PND comes ON. If a data connection is not established within 
7 to 4^fter the last digit (or if any other step is not completed within this time) (adjustable on the 
ACU) the ACR (abandon call and retry) line comes ON, The computer should turn OFF the CRQ (call 
request) line until the DLO (data line occupied) signal goes OFF (several seconds) and then retry the 
call. ON transitions of PND (present next digit) and ACR (abandon call and retry) raise the data-set 
line's receiver flag. The CRQ (call request) line may be turned OFF after CB (ready to send) is ON if 
the data set is strapped properly. All of the above ACU flip-flops are cleared by power clear. 
Request a dial tone by 

DATAO DLS, DIALRQ 
where DIALRQ contains: 





























(DATAOl 


W////////////////////////M 


1 


LINE 
NUMBER 


W/MM 


W////////k 





1 


1 





w 


WM 





10 


11 


12 




17 


18 


27 


28 


29 


30 


31 


32' 


• ■• . 35 



(USE DIRECTED LINE NUMBER> 
1 SO BITS 12 THR0U(3H 17 ACTIVE 



J 



. (CAUSE Pll 

. SO DON'T CAUSE PI 

(CD CONTROL) t TO 

TURN ON DATA TERMINAL 

READY IF NOT ALREADY ON 

(CRQ) 
1 TO REQUEST DIAL TONE 

(DPR) 

SO BIT 32 THROUGH 35 

NOT ACTIVE 



A M 
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When the data-set line's flag is raised, do: 



DATAI DLS, LINEWD 
TRNE LINEWD, 400 

I (Jump to Receiver Subroutine) 

(Transmitter Subroutine) 

I— ►TRNE LINEWD, 20 
DATAODLS, DIGIT 

(Dismiss Interrrupt) 
LINEWD will contain: 




;IS THIS RECEIVED DATA 

;YES 

;NO, TRANSMITTER INTERRUPT 

;IS PND ON 

;YES 

;NO 




a 



DLO 
(I) 



PNO 
(1) 



ACfi 
(0) 



(DATA I) 

7:7 



26 27 28 29 30 31 32 33 34 39 



(RCVR DATA) 
RECEIVED DATA 

CD CONTROL 



J 



The DATAO sends the next digit to the automatic calling unit of the line interrupting. DIGIT should 
contain: 



WBl 



(USE DIRECTED LINE NUMBER) 

TO IGNORE 

BITS 12 THROUGH 17 



J 



(OATAOI 



DIGIT TO BE 
DIALED 



27 2S 29 30 31 32 39 

AAA 



(CAUSE PI) 
SO DON'T CAUSE 



J 



(CD CONTROL) 
I SO DON'T HANG UP ' 



(CRO) 
\ SO DON'T HANG UP 



(DPR) 
I SO BITS 32 THROUGH 35 ACTIVE 



All of the above assume that the data-set and automatic calling units are equipped with the 

following options. 

Automatic Answer (Data-Set) 

Respond to Disconnect (Data-Set) 

Long Space Disconnect (Data-Set) 

Timer Stops upon Answer (Y Option) (ACU) 

Drop CRQ after Answer (Z Option) (ACU) 

Transfer to Data Set upon Answer (ACU) 
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Numerous other options are available and may be required for a particular type of service. For details, 
see, for example. Bell System Data Communications Technical Reference Manuals ~ Station Arrange- 
ments to Provide TWX Service for Customer Provided Terminals (Data Auxiliary Set 81 IB); Data Auxiliary 
Set 801A (Automatic Calling Unit); Data Auxiliary Set 801C (Automatic Calling Unit); Data Set 103A 
etc., all Interface Manuals ~ Data and Teletypewriter Planning Engineer, American Telephone and 
Telegraph Company or the equivalent interface manuals for other data-sets contemplated. 

^•'^•^•'^ DC10E Special Application Notes - The exact signal from the data-set which is used by the 
DCIOE is a function of the particular data-set and the circumstances in which the DCIOE is used. When 
the DCIOE is used with low speed (less than 300 baud) data sets (Bell System 103A, 81 IB, etc), the 
clear-to-send (CB) and carrier detector (CF) signals from the data-set are the same signal and either 
signal may be used to indicate to the DCIOE that a data connection is established. I n higher speed 
(1000-2000 baud) data sets (Bell System 202C, 202D, etc), the ciear-to-send (CB) signal provides 
relatively little inforrrlation whereas the carrier detected (CF) signal provides a meaningful indication 
that a data connection has been established. 

In the low-speed case, the DCIOE lead marked CLR TO SND EIA may be connected to either 
the CB or CF signal in the data-set. In the higher-speed case, the CLR TO SND EIA lead from the 
DCIOE should be connected to the CF signal in the data set. 

The DCIOE lead marked RSTRN DETCTD EIA may be used to solve problems in the following 
three cases. 

a. In 4-row TWX service, it should be connected to the RD lead of the data-set as described 
in the 81 IB manual ("Station Arrangements To Provide TWX Service For Customer-Provided Terminals 
(Data Auxiliary Set 81 IB) Interface Specifications Preliminary" November 1965) and detailed in DCIOE 
programming. 

b. In normal data-set service, the data-set may fail to hang up when called by a non-data- 
set telephone subscriber. In this case, either the data-set ready (CC) or ringing indicator (CE) signals 
may be connected to the RESTRN DETCTD EIA lead to allow the program to hang up the data-set (place 
It on-hook ■) after a period of time with no carrier detected. (See the "Data Set 103A Interface speci- 
fication, " February 1967.) This arrangement is required only when certain types of Bell System equip- 
ment are servicing the data set (e.g., some types of dial foreign exchange equipment) . 

c. in an installation, it may be desired to have the program "answer the phone" when some- 
one calls a data-set rather than allowing the data-set to answer automatically. In this case, the ringing 
indicator (CE) signal is connected to the RSTRN DETCTD EIA lead from the DCIOE. When this signal 
becomes true, the program can (selectively, if desired) enable the DATA TERM READY EIA signal and 
allow the data-set to answer as described in the DCIOE programming. 

If the ringing indicator (CE) signal is used, features (b) and (c) can both be used. If none of 

these features using the RSTRN DETCTD EIA signal are desired, the RSTRN DETCTD EIA lead from the 

DCIOE should be connected to a negative voltage of between -3V and -25V to maintain the signal OFF. 

A source of negative voltage is usually available at pin 10 of the data-set connector. 
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2.4.5 



Maintenance Mode 



When the MAINT switch Is ON (UP), all scanner PI requests are Inhibited and all I/O In- 
structions addressed to the data line scanner are ignored. This effectively disconnects the data line 
scanner from the I/O bus. The only I/O bus function which Is active In the MAINT mode is lOB RESET. 
In the MAINT mode, any character typed in from a teletypewriter will be echoed back to that tele- 
typewriter. This feature serves as a gross check on the operation of the data line scanner and enables the 
checking of the teletypewriter circuits without the aid of the computer. Data terminal ready is false 
when the data line scanner Is in the MAINT mode. 




NOTE: DATAI clears PI only If RCVR Interrupt. DATAO 
clears PI unless lOB 12 (directed data) is 1 . If simultaneous 
RCVR and TRANS interrupt occurs, the PI is cleared by 
DATAI but reappears within 1 .8 |js, due to the TRANS 
interrupt. 



INSTALLATION 

This section contains general information on the DLS Installation. Cross-connecting and 
cable terminating guidelines are provided as an aid to installation and installation planning. Option 
adjustments are required during Installation because the DLS equipment contains a number of optional 
features. Guidelines for these option adjustments are explained under option card adjustments. Since 
actual installation procedures vary for each system, the Information in this section is written In general 
terms and is intended as a guide for equipment installation. 

2.5.1 Cross Connecting and Cable Terminating Guidelines 

The data lines of the DLS are interfaced at the quick-connect type terminal blocks located 
on the inside of the rear plenum door of the DCIOA and DCIOF. In either case, there are two rows of 
four connecting blocks in each cabinet. The connecting blocks in the upper row are called the line 
group terminals and are used to terminate the interface lines of the DCIOB 8-Line Group Units, the 
DCIOC Telegraph Relay Assembly, or the DCIOE Expanded Data Set Control. The connecting blocks 

in the lower row are called the external cable terminals and are used for terminating external and Inter- 
cabinet cables. The recommended external cable used to connect teletypes to the DLS is a 25-pair in- 
side telephone cable of either 22 or 24 gage wire. It is terminated at the external cable terminals. 
When a data line located in one cabinet Is connected to a cable terminated in another cabinet, an 
intercabinet cable is connected between the two cabinets and Is terminated at the external cable 
terminals. 
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To prevent a DCIOB line from receiving continuous space and interrupting with the character 
NULL (Og)f the "running open" conditiorl a fumper must be installed across the DCIOB KYBD (DC) + and 
KYBD (DC) - terminals when no other wiring is present for a given line. To provide EIA printer signals, 
it is necessary to jumper the PRNTR (DC) + and PRNTR (DC) - terminals to activate the EIA printer 
output circuit. These jumpers may be inserted on the appropriate line group terminals. Refer to 
Table 2-3 to obtain wire color to line name correspondence. 

To connect a data line to a telephone cable, the necessary "cross-wire" pairs are installed 
between the line group terminals and the external cable terminals. Figure 2-7 shows examples of 
typical wiring configurations. 



TO 
OCtOB 

/i 



LINE 

GROUP 

TERMINALS 



EXTERNAL 

CABLE 

TERMINALS 



OCIOA 



TO 
DCIOB 



TO 
DCIOC 

LOCAL I I LINE 



□ 



EXTERNAL 
CABLES 



TYPICAL DC10 WIRING 

(OCIOA AND DC10F WITH FOUR 9-LINE GROUP UNITS, 
ONE TELEGRAPH RELAY ASSEMBLY, AND TWO 
EXPANDED DATA SET CONTROLS) 



TO 
DCIOB 

il 



if 



INTER CABINET CABLE 



Figure 2-7 Typical 



DClO-Wirino. ^ 



TO 
DCIOB 



D 



TO 
DCIOE 



d 



* I * 



EXTERNAL 
CABLES 



TO 
DCIOE 



Termination of cables and cross-wiring is performed using the 66A or 31 7B tool supplied with 
each system. This tool jams the wire onto the terminal and cuts off the excess wire. The wire is auto- 
matically stripped by the action of the quick connect terminals so that hand stripping is ordinarily 
unnecessary. When terminating wires, it is important to orient the tool so that it cuts the excess end 
of the wire rather than the conductor going to the cable. 

The connecting blocks will accommodate unstripped 20- to 26-gage wire which may be removed 
and the terminal reused an indefinite number of times. Stripped l&-gage wire is also accommodated by 
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^ pl^ 0/ ^^ 



Cx/T 



-jble 2-3 f --^^^^ ^ 

Wire Color to Line Nome Cross Reference Chart ^< j> 



Wire 
Color 


DClOA(ToDClOB) 


See 

Note 


DCIOA(DCIOC-LOCAL) 


DCIOA(DCIOC-LINE) 


DClOA(ToDClOE) 


White 
Blue 


LO KYBD (DC) + 
LO KYBD (DC) - 


I 


LO KYBD + 
LO KYBD - 


LO KYBD + 
LO KYBD - 


LO RSTRN DETCTD EIA (RD) 
LOCLRTOSNDEIA(CB) 


White 
Orange 


LO PRNTR (DC) + 
LO PRNTR (DC) - 


2 


LO PRNTR + 
LO PRNTR - 


LO PRNTR + 
LO PRNTR - 


LO DATA TRM RDY EIA (CD) 
LO AB (GND) 


White 
Green 


LO KYBD ElA 
LO PRNTR EIA 


- 


N/C 
N/C 


N/C 
N/C 


LI RSTRN DETCTD EIA (RD) 
LI CLR TO SND EIA (CB) 


White 
Brown 


LI KYBD (DC) + 
LI KYBD (DC) - 


1 


LI KYBD + 
LI KYBD - 


LI KYBD + 
LI KYBD - 


LI DATA TRM RDY EIA (CD) 
LI AB (GND) 


White 
Slate 


LI PRNTR (DC) + 
LI PRNTR (DC) - 


2 


LI PRNTR + 
LI PRNTR - 


LI PRNTR + 
LI PRNTR - 


L2 RSTRN DETCTD EIA (RD) 
L2 CLR TO SND EIA (CB) 


Red 
Blue 


LI KYBD EIA 
LI PRNTR EIA 


- 


N/C 

N/C 


N/C 
N/C 


L2 DATA TRM RDY EIA (CD) 
L2 AB (GND) 


Red 
Orange 


L2 KYBD (DC) + 
L2 KYBD (DC) - 


1 


L2 KYBD + 
L2 KYBD - 


L2 KYBD + 
L2 KYBD - 


L3 RSTRN DETCTD EIA (RD) 
L3 CLR TO SND EIA (CB) 


Red 
Green 


L2 PRNTR (DC) + 
L2 PRNTR (DC) - 


2 


L2 PRNTR + 
L2 PRNTR - 


L2 PRNTR + 
L2 PRNTR - 


L3 DATA TRM RDY EIA 
L3 AB (GND) 


Red 
Brown 


L2 KYBD EIA 
L2 PRNTR EIA 


- 


N/C 
N/C 


N/C 
N/C 


L4 RSTRN DETCTD EIA (RD) 
L4 CLR TO SND EIA (CB) 


Red 
Slate 


L3 KYBD (DC) + 
L3 KYBD (DC) - 


1 


L3 KYBD + 
L3 KYBD - 


L3 KYBD + 
L3 KYBD - 


L4 DATA TRM RDY EIA (CB) 
L4 AB (GND) 


Black 
Blue 


L3 PRNTR (DC) + 
L3 PRNTR (DC) - 


2 


L3 PRNTR + 
L3 PRNTR - 


L3 PRNTR + 
L3 PRNTR - 


L5 RSTRN DETCTD EIA (RD) 
L5CLRTOSND EIA (CB) 


Block 
Orange 


L3 KYBD EIA 
L3 PRNTR EIA 


- 


N/C 

N/C 


N/C 
N/C 


L5 DATA TRM RDY EIA (CD) 
L5 AB (GND) 


Block 
Green 


L4 KYBD (DC) + 
L4 KYBD (DC) - 


1 


L4 KYBD + 
L4 KYBD - 


L4 KYBD + 
L4 KYBD - 


L6 RSTRN DETCTD EIA (RD) 
L6 CLR TO SND EIA (CB) 


Block 


L4 PRNTR (DC) + 
L4 PRNTR (DC) - 


2 


L4 PRNTR + 
L4 PRNTR - 


L4 PRNTR + 
L4 PRNTR - 


L6 DATA TRM RDY EIA (CD) 
L6 PRSNT NXT DGT EIA (PND) 


Black 
Slate 


L4 KYBD EIA 
L4 PRNTR EIA 


- 


N/C 
N/C 


N/C 
N/C 


L6 ABNDN CALL EIA (ACR) 
L6 CALL REQ EIA (CRQ) 


Yellow 
Blue 


L5 KYBD (DC) + 
L5 KYBD (DC) - 


1 


L5 KYBD + 
L5 KYBD - 


L5 KYBD + 
L5 KYBD - 


L6 DIGIT PRESENT EIA (DPR) 
L6 NBl EIA 


Yellow 
Orange 


L5 PRNTR (DC) + 
L5 PRNTR (DC) - 


2 


L5 PRNTR + 
L5 PRNTR - 


L5 PRNTR + 
L5 PRNTR - 


L6 NB2 EIA 
L6 NB4 EIA 


Yellow 
Green 


L5 KYBD EIA 
L5 PRNTR EIA 


- 


N/C 
N/C 


N/C 
N/C 


L6 NB8 EIA 

L6 DATA LINE OCC EIA (DLO) 


Yellow 
Brown 


L6 KYBD (DC) + 
L6 KYBD (DC) - 


1 


L6 KYBD + 
L6 KYBD - 


L6 KYBD + 
L6 KYBD - 


L6 AB (GND) 
L7 AB (GND) 


Yellow 
Slate 


L6 PRNTR (DC) + 
L6 PRNTR (DC) - 


2 


L6 PRNTR + 
L6 PRNTR - 


L6 PRNTR + 
L6 PRNTR - 


L7 RSTRN DETCTD EIA (RD) 
L7 CLR TO SND EIA (CB) 


Purple 
Blue 


L6 KYBD EIA 
L6 PRNTR EIA 


- 


N/C 
N/C 


N/C 
N/C 


L7 DATA TRM RDY EIA (CD) 
L7 PRSNT NXT DGT EIA (PND) 


Purple 
Orange 


\J KYBD (DC) + 
L7 KYBD (DC) - 


1 


L7 KYBD + 
L7 KYBD - 


L7 KYBD + 
L7 KYBD - 


L7 ABNDN CALL EIA (ACR) 
L7 CALL REQ EIA (CRQ) 


Purple 
Green 


L7 PRNTR (DC) + 
L7 PRNTR (DC) - 


2 


L7 PRNTR + 
L7 PRNTR - 


L7 PRNTR + 
L7 PRNTR - 


L7 DIGIT PRESENT EIA (DPR) 
L7 NBl EIA 


Purple 
Brown 


L7 KYBD EIA 
L7 PRNTR EIA 


- 


N/C 
N/C 


N/C 
N/C 


L7 NB2 EIA 
L7 NM EIA 


Purple 
Slate 


GND 
GND 




N/C 
N/C 


N/C L7 NB8 EIA 

N/C L7 DATA LINE DCC EIA (DLO) 



NOTES: 

1 . Jumper wires together when line is not in use. 

2. Jumper wires together when PRNTR EIA line is in use. 
N/C - Not Connected 
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the connecting blocks, but this size wire permanently deforms the terminal so that only 18-gage wire 
can be used on the terminal thereafter. To prevent the inadvertent use of a deformed terminal for 
smaller wire, all deformed terminals should be marked with a felt tipped pen to identify them. 

The recommended cable is a commerical 24 gage, 25-pair inside telephone wiring cables such 
as that available from Graybar Electric Company or Automatic Electric Company (offices in principal 
cities of the U.S.A.) or from any large cable or telephone supplies manufacturer. 

The standard color code for these cables is that shown in Table 2-4. When a different color 
code is to be used, a cable pairing guide should be requested from the manufacturer. The tip and ring 
conductor notation used in Table 2-4 comes from telephone switchboard usage. The tip conductor is 
always the topmost wire of the pair on the connecting block and is ordinarily the positive conductor of 
the pair. Since keeping track of line-cable correspondence is a difficult and important job, a line 
assigner's book is provided with each DLS system. 

Examples of the most common cases of crosswiring are shown in Figure 2-8. 



l/ KYBD(DC)+ 
Ljt KYBD(OC)- 


JUMP 






l/ PNTR (DC) + 
Ljf PNTR (DO- 




l/. KYBD EI a 
LJf PNTR eiA 





A. Line Not in Use 



(DC1«B) 



Iff KYBD (DC) + 
4^ KYBD (DO- 



i 



PNTR (DC) + 
PNTK (DC) - 



L^ KYBD EIA 
Ld PNTR EIA 



CUSTOMER 
CABLE 
BLOCK 



STANDARD 
TELETYPE 

PLUG 
GREEN 

< ^- 

RED 

< <— 

BLACK 
< <r- 

YELLOW 

— < -e- 



NOTE ; 

TP. TWISTED PAIR 



B. Local Line - Current Mode - Full Duplex 
Model 33 or 35 Teletype 

Figure 2-8 Examples of Crosswiring 
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(Dciy&) 


TP 


(DClifc) 

(lo<:au 


\4 KYBD (DC) + 
l/ KYBD (DC)- 




\ji KYBD + 
LO KYBD - 


' 




\4j PNTR (DC)+ 
l/ PNTR (dO- 


L* PNTR + 
L^ PNTR - 






t 
TP 


1^ KYBD EIA 
LJ» KYBD EIA 





(DC' 
(LI 



t^ 



la KYBD + 
ijr KYBD - 



l/ KYBD 
Lrf KYBD 



CUSTOMER 
CABLE 
TP BLOCK TP 



T YEL 



STANDARD 
TELETYPE 
PLUG 

SREEN 
-< < 

RED 

-< < 

BLACK 
< 



NOTE : 

LO-LINE 

TP= TWISTED PAIR 



C. Long Line - Current Mode - Full Duplex 



(DCI/BI 



1/ KYBD (DC) + 
L^ KYBD (DO- 



1/ PNTR (DC) + 
L^ PNTR(DC)- 



KYBD EIA 
PNTR EIA 



(DCUIC) 
(UXAL) 



gt KYBD + 
1/ KYBD - 



1/ PNTR + 
l^ PNTR - 



(DCl/ci 
(LINE) 


CUSTOMER 
CABLE 
TP BLOCK 


:/, KYBD + 
l^KYBD - 






» 


JUMPER 




t 










i~< 


UB PNTR + 
l/ PNTR - 




TP 



















STANDARD 
TELETYPE 
PLUG 
GREEN 



NOTE ; 

LO- LINE 

TW> TWISTED PAIR 



D. Long Line - Currenf Mode - Half Duplex 



ciyBi 



l/ KYBD (DC) + - 
1/ KYBO (DO - 



tJ PNTR (DC) 
a> PNTR (DO 



l/ KYBD EIA 
l/f PNTR EIA 



GNO 
GND 



JUMPER 



CUSTOMER 
CABLE 
BLOCK TP 



+ ■'■ 



STANDARD 

TELETYPE. 

PLUG 

GREEN 

—< <r- 



RED 



BLACK 



KYBD 
PNTR 



TELETYPE 



note: 

LO-LINE 

TP. TWISTED PAIR 



E. Local Line EIA - Model 37 Teletype 



Figure 2-8 Examples of Crosswiring (Cont) 
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(DCU^B) 



\A. KYBO IDC) + 
\J KYBO (DO - 



i 



PNTR (DO + 
PNTRtDO - 



\j£, KYBD EIA 
■*' PNTR EIA 



1 



GNO 

GNO 



A 



CUSTOMER 
CABLE 
BLOCK DATA SET 

CONNECTOR p 



v\,sx 



-<20<- 



I 






CD DATA TERM. 
READY 



AA 

~1 



BB RECEIVED 
DATA 



■ BA TRANSMITTED 
DATA 



NOTE : 

L0=L1NE 



F, Local Line EIA - Western Electric 103A Data Set 



(DCtlBI 



\J KYBD (DCl + 
l/ KYBD (DC) - 



i 



PNTR (DC) + 
PNTR (DC) - 



L#, KYBD EIA 
PNTR EIA 



JUMPER 



:yE) 



L3 RSTRN DETCTD EIA 
L3 CLR TO SND EM 



L3 DATA TERM. READY EIA 
L3 AB (GNO) 



CUSTOMER 

EQUIPMENT 

BLOCK 



I 



IJ 



MULTICONDUCTOR 
CABLE 



DATA SET CONNECTOR 
CINCH DB19604-432 
WITH DB-51226-1 HOOD 



->3>- 
^2>- 



r- -> 6 >- 

I 

i— >17>. 



->22>- 
-^5>- 



t:;- 



■ (BB) RECEIVED DATA 

- (BA) TRANS DATA 

• (CO DATA SET READY 

• (RD) RESTRAINT DETECTED 
' (CE) RINGING INDICATOR 

(CB) CLEAR TO SEND 

• (CF) CARRIER DETECTED 
JCD) DATA TERM READY 

(AA) PROTECTIVE GND 

(AB) SIGNAL GNO 



NOTE : 

LO-LINE e 



G. Connection to Data Set with DCIOE 
(Bell System 103A, 202C, 202D, 811 B, etc.) 



Figure 2-8 Examples of Crosswiring (Cont) 
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octy 



CUSTOMER 

EQUIPMENT 

BLOCK 



DATA SET 
MULTI CONDUCTOR 
CABLE 



^ 



KYBO (DC) + 
KYBO(DC)- 



\J>. PNTR (DC) + 
\^ PNTR(DC|- 



kA kybd eia 

Uf PNTR EIA 



L6 RSTRN OETCTD EIA 
L6 CLR TO SNO EIA 



L6 DATA TERM READY EIA 
L6 PRSNT NXT DIStT EIA 



L6 ABANDON CALL EIA 
L6 CALL REQ EIA 



L6 DI6IT PRESENT EIA 
L6 NB 1 EIA 



L6 NB 2 EIA 
L6 NB 4 EIA 



L6 NB 8 EIA 

L6 DATA LINE OCC EIA 



Le AB (SND) 



^S 




V 



DATA SET CONNECTOR 
CINCH DB-196/4-432 
WITH 08-51226-1 HOOD 



r>6>- 

i->l7>- 
■'->22>- 



T-»5>- 

'->8>- 



-^■j^ 



ACuA 
CABLE 



I I 



>1>- 



i:;; 









->I4>- 
->I5>- 



->16>- 
-^T>- 



->22>- 

>1 ~>^ 



>- 



n; 



■ (BB) RECEIVED DATA 

• (BA) TRANS, DATA 

■ (CO DATA SET READY 

• (RD) RESTRAINT DETECTED 

• (CE) RINGING INDICATOR 

• (CB) CLEAR TO SEND 

• (CF) CARRIER DETECTED 

• (CD) DATA TERM READY 

■ (AA) PROTECTIVE GND 
' (AB) SIGNAL GND 

■ (PNO) PRESENT NEXT DIGIT 
(ACR) ABANDON CALL 

■ (CRO) CALL REQUEST 

■ (DPR) DIGIT PRESENT 

■ (NBO 
' (NB2) 

■ (NB4) 

■ (NB8)_ 

■ (DLO) DATA LINE OCCUPIED 

■ (FGO) FRAME GND 

' (SGD) SIGNAL GND 



SDIGIT (BCD) 



AUTOMATIC CALLING 
UNIT CONNECTOR 
CINCH 06-19004-432 
WITH OB-51^6-1 HOOD 



H. Connection to Data Set and Automatic Calling Unit 
(Bell System 801 A, etc.) 



Figure 2-8 Examples of Crosswiring (Cont) 

2.5.2 Option Card AcJjustments 

DLS equipment has been designed with a number of optional features that can be used to adapt 
the DLS to fulfill varying user requirements. Due to this fact, a number of adjustments may be required 
at the time of installation or whenever system requirements are changed after installation. To simplify 
these adjustments, option cards have been inserted at the points where these adjustments are required. 
The following information explains the function of these cards and explains the adjustment procedure 
for each . 
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Table 2-4 
Cable Pairing Guide 



Pair 


Tip 


Ring 


Pair 


Tip 


Ring 


Number 


Conductor 


Conductor 


Number 


Conductor 


Conductor 


1 


white 


blue 


14 


black 


brown 


2 


white 


orange 


15 


black 


slate 


3 


white 


green 


16 


yellow 


blue 


4 


white 


brown 


17 


yellow 


orange 


5 


white 


slate 


18 


yellow 


green 


6 


red 


blue 


19 


yellow 


brown 


7 


red 


orange 


20 


yellow 


slate 


8 


red 


green 


21 


purple 


blue 


9 


red 


brown 


22 


purple 


orange 


10 


red 


slate 


23 


purple 


green 


11 


black 


blue 


24 


purple 


brown 


12 


black 


orange 


25 


purple 


slate 


13 


black 


green 









2.5.2.1 Clock Divider Option Card - The Clock Divider Option Card (Type W990) is located in card 
slot D19 of DCIOA. This option card is used to select the baud-rate clock frequencies for baud rates 
between 40 and 100 kilobaud. For rates of 40 to 999 baud, the required clock frequency is 128 times 
the baud rate (5.12 kHz to 128 kHz) and the clock frequency is divided by 16. When the desired baud 
rate is between 1 and 100 kilobaud, the required clock frequency is eight times the baud rate (8 kHz to 
800 kHz) and the clock frequency is divided by 1 , 

The crystal frequency of the three clocks can be selected during manufacture to meet the 
customer specification. When frequencies are not specified, the DCIOA is supplied with clocks for 
no baud (Model 33 and 35 Teletypes), 150 baud (Model 37 Teletype) and 1200 baud (Western Electric 
Model 202 Data-Sets or equivalent). The corresponding crystal clock frequencies and Jumpers are shown 
in Table 2-5. Figure 2-9 shows the clock divider option card, its schematic representation as shown on 
engineering drawing D-BS-DC10A-0-CLKD, and a jumper connection chart. 



2-26 



Table 2-5 
Typical Clock Frequency and Jumper Connection 



CLKD 
Clock 


Baud 
Rate 


Card 
Number 


Clock 
Frequency 


Divide 
By 


Option Card Jumpers 


From 


To 


Fl 
F2 
F3 


110 

150 

1200 


DIO 
Dll 
D12 


14.080 kHz 

19.200 kHz 

9.600 kHz 


16 
16 

1 


D 
J 
R 


E 
K 
P 



W990 D19-DC10A 



Lr 





CLKD 
CLOCK 


FOR 
BAUD 
RATES 


CLOCK 

FREQUENCY 

IN kHz 


DIVIDE 
BY 


JUMPER 


FROM 


TO 


Fl 


40-999 


5.12-128 


16 


E 


D 


1,000-100.000 


8-800 


1 


F 


F2 


40-999 


5.12-128 


16 


K 


J 


1.000-100,000 


8 -800 


1 


L 


F3 


40-999 


5.12-128 


16 


P 


N 


1,000-100,000 


8-800 


1 


R 



W990 
D19 






"% 

■<>-*'- 



-^ 



C-A" 



-l> CLKD CLOCK F1 



-O CLKD CLOCK F2 



-^16 



-& CLKD CLOCK F3 



Figure 2-9 Clock Divider Option Card (DCIOA) 

2.5.2.2 Device Number Option Cards - The device numbers from the central processor ore routed to 
all devices connected to the l/O bus via the 14 device-selection lines (7 pairs) of the I/O bus. In the 
DLS, the device selection lines are terminated at the device-number option cards located in slots El 7 
and E18 of the DCIOA. Jumpers located on these option cards can be arranged so the DLS will respond 
to any device number. If a device number has not been specified by the customer, the jumpers on the 
device number option cards are connected so that the DLS will respond to the standard device number 
240g. To prevent the DLS from responding to more than one device number, one jumper of each pair 
must always be connected . 

Figure 2-10 is provided to aid maintenance personnel in understanding the device number 
option cards. A schematic representation of the device number option cards as shown in drawing number 
D-BS-DClOA-0-DLS shows the jumper placement for the standard device number. The location of the 
jumper associated with each octal digit is shown in a pictorial representation. If a different device 
number is to be used, the tables on Figure 2-10 may be used to determine the location of the jumpers 
as shown in the following example. 



2-27 



Example: 



Standard Device Number 2408 



First Octal 
Digit 


Second Octal 
Digit 


Third Octal 
Digit 


Bits 


Bit 4 


Bits 


Bit 6 


Bit 7 


Bits 


Bit 9 





1 





1 












E18 Jumpers 
Bit 3 - E to F 
Bit 4 - J to H 
Bit 5 - M to N 



E17J 



umpers 



Bit 6 - E to D 
Bit 7 - J to K 
Bit 8 - M to N 
Bit 9 - R to S 



W990 
EI8 



W990 
£17 



lOB lOS 3 (1) 
lOB lOS 3 (0) 
lOB I0S4 (II 
lOB lOS 4 101 
108 lOS 5 (11 
lOB lOS 5 (O) 



U. • 

<^ — ♦ 

^ IN 



lOB lOS 6 (11 
106 lOS 6 (01 
lOB lOS 7 (1) 
lOB lOS 7(0) 
lOB lOS 8 ID 
lOB lOS B (0) 

loa i(}s 9 (II 
loe los 9 (0) 



♦ -»" 



W990 E18-DCI0A 



W990 E17-DCI0A 





DIGIT 
NO. 


BIT NO 


E18 JUMPERS 


FROM 


TO 


FIRST 
OCTAL 
DIGIT 


8IT 3=1 


E 





BIT 3>0 


F 


BIT4»t 


J 


H 


BIT 4-0 


K 


BITS' 1 


M 


L 


BIT 5.0 


N 



DIGIT 
NO. 


BIT NO 


E17 JUMPERS 


FROM 


TO 


SECOND 
OCTAL 
DIGIT 


BIT 6-1 


E 


D 


BIT 6.0 


F 


BIT 7.1 


J 


M 


BIT 7=0 


K 


BIT 8'1 


M 


L 


BIT 8-0 


N 


THIRD 


BIT 9.1 


R 


P 


BIT 9«0 


S 



Figure 2-10 Device Number Option Cards (DCIOA) 



2-28 



2.5.2.3 Clock Line Option Card- The three clock frequencies used in establishing the signaling 
speeds of the data lines are generated in the DClOA. These clock frequencies are routed to and termi- 
nated at the clock line option card located in slot B30 of each DC10B. After the signaling speeds of the 
eight data lines associated with the DClOB are determined, all common clock lines that operate at the 
same signaling speed are jumpered together and are connected to their common input clock frequency 
at the clock line option cards. Figure 2-11 shows a schematic representation of the clock line option 
card as shown on drawing D-BS-DClOB-0-COMM. A pictorial representation of the card is shown with 
its jumpers connected as follows: common clock lines 0,1,2, and 4 are connected to clock 1; common 
clock line 7 is connected to clock 2; and common clock lines 3, 5, and 6 are connected to clock 3. 
This example is not to be considered "typical" because the actual jumper placement for any system 
is dependent upon the signaling speeds of devices connected to the DLS via the data lines. 
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Figure 2-1 1 Clock Line Option Card (DClOB) 

2.5.2.4 Half-Duplex Option Cards - Each data line in the DClOB may be operated as a full-duplex 
line, a full-duplex line w'th local copy, or a half-duplex line. All data lines are connected to operate 
as full-duplex lines when the DClOB is shipped. When it is desired to operate a data line as a full- 
duplex line with local copy or a half-duplex line, a jumper must be inserted on the appropriate half- 
duplex option card to adjust the logic characteristics of the transmitter timing. If this jumper is not 
connected, characters will be garbled when the teletype keyboard is in use at the same time as the cen- 
tral processor is sending characters. 
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Figure 2-12 shows a typical schematic of the jumper connections and a pictorial representation 
of the half-duplex option card showing the jumper terminals. A table that identifies the card locations, 
data line numbers and jumper connections is also supplied. After the operating characteristics of each 
data line have been determined, a jumper is inserted according to the table in Figure 2-12 for each data 
line that is to operate as a full-duplex line with local copy or a half-duplex line. 
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Figure 2-12 Half-Duplex Option Card (DCIOB) 

2.5.2.5 Teletype Receiver Module - The Teletype Receiver Module W706, has several jumpers that 
are used to select either a 5-bit or 8-bit code with a 1 , 1 .5, or 2 unit stopping interval. A pictorial 
view of the double-height module contained in Figure 2-13 identifies the jumper locations. After the 
timing requirements for each data line are established, the appropriate jumpers are inserted on the mod- 
ules. The table located on Figure 2-13 identifies the DCIOB card slots where the W706 modules associated 
with each data line are located. The most common jumpering for PDP-10 usage is an 8-bit with a 2 unit 
stop, but other configurations are used depending upon system specifications. The most common 5-bit 
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code has a 7.42 unit code length (1 unit start, 5 unit code, and 1 .42 unit stop) . When this 5-bit code 
is used, the W706 module is jumpered for a 1 unit stop and the additional 0.42 unit is treated as inter- 
character waiting time. 
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Figure 2-13 Teletype Receiver Module W706 (DCIOB) 

2-5.2.6 Teletype Transmitter Module - The Teletype Transmitter Modules, W707 or W717, have 
several jumpers that are used to select either a 5-bit or 8-bit code v/ith a 1 , 1 .5, or 2 unit stopping 
interval . Pictorial views of the double height modules contained in Figure 2-14 are used to identify 
the jumper locations. After the timing requirements for each data line are established, the appropriate 
jumpers are inserted on the modules. A table located on Figure 2-14 identifies the DCIOB card slots 
where the W707 or W71 7 modules associated with each data line are located. A W707 module jumpered 
for an 8-bit code with a 2 unit stop is the most common jumpering arrangement used with the PDP-10, 
When a 5-bit code with 7.42 unit code length (1 unit starts, 5 unit code, and 1 .42 unit stop) is used, 
a W71 7 module is jumpered for a 1 .5 unit stopping interval thus insuring an adequate stopping interval 
(7.50 unit code length). 



2-31 



D'.DD^™ °: 



■unit! 
6 



n;--n D 



D D D mZ 



D 



D>DD 



9 

'i« 

'° f I • 

o-)H>'5' I 111. 

Unit* A 



D 



D'DDD 



D 



DATA 
LINE NO. 


OCIOB 
CARD SLOT NO. 





ABOe 


1 


ABM 


2 


ABM 


3 


AB17 


4 


ABZO 


9 


ABZ3 


E 


AB26 


7 


AB29 



Figure 2-14 Teletype Transmitter Module W707 (DCIOB) 

2.5.2.7 Telegraph Line Module - The G854 Telegraph Line Module has several split lug tie points. 
Jumpers are connected between the split lugs to condition the module for different types of operation. 
A pictorial view of the single height, double thickness FLIP CHIP module contained in Figure 2-15 
identifies the components, split lug locations and the DC10C card slots in which the modules are located. 
Sixteen G854 modules are supplied with each DCIOC, one for each KYBD and PRNTR line. 

Since a G854 is used in both the transmit and receive circuits. Figure 2-16 contains a schematic 
of each type of circuit to show the typical wiring. The split lug strapping required for the different 
applications is provided in tabular form below the associated schematic. 

The polar relay bias circuit provides a high impedence bias circuit to set the operating point 
of the low resistance polar relay. Bias current L may be adjusted over a range of 3.5 to 60 mA. The 
bias voltage V, across the polar relay should be approximately 4V or less to allow for transient voltage 
swings caused by relay operation without cutting off the bias circuit. 

The following limitations apply (refer to Figure 2-16): 
8 - V, less than 20V (transistor breakdown) 
I, ( 8 - V, ) less than 500 mW (transistor power limit) 
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have the following properties: 

a. Open circuit voltage -5C 



Both of these limitations assume that the polar relay bias winding is returned to ground as shown in 
Figure 2-16. 

An adjustable resistor, Rl, in the line resistance circuit controls the current in the telegraph 
line by padding out the total dc circuit resistance (wire resistance plus Rl) to the required value. 

Example: A 60 mA circuit with a 1 2^ power supply requires a total circuit resistance of 

2 kilohms. If the wire resistance is 500 ohms, Rl must be set at 1 .5 kilohms to 
obtain the required total circuit resistance. 

In addition to the line resistance, two clamp diodes, Dl and D2, are provided to partially 
meet the telegraph line interface requirements of various telecomrmjnication administrations throughout 
the world. The diodes have a peak-inverse-voltage rating of 40(W. 

Example: H The Borogardian Telecommunication Authority requires that telegraph line interfaces 

b. Current with line resistance of 2 kilohms 20 mA 

c. Short circuit current 30 mA 

Refer to Figure 2-'}7jfor the following explanation. The first requirement is met by having a clamp 
power supply of -jS^. (The clamp power supply does not supply power, but must absorb it instead. 
Most power supplies must be preloaded with a \oad resistor to allow this type of operation.) 

The second requirement provides -4(^ across the interface terminals when rated load is 
applied which is not inconsistent with the first requirement. It requires 

V supply = 20 mA ( Rl + 2 kilohms) 

The third requirement requires 

Ob V supply = 30 mA ( Rl ) 

if V supply = - 1 20^ and Rl = 4 kilohms, requirements 2 and 3 are satisfied . 

A 10 W'adjustable power resistor, Rl, is used to pad the total dc circuit resistance and 
obtain the desired line current. A trimpot, R4, is used to adjust the polar relay bias current and 
established the operating point of the polar relay. Perform the following procedures for each line 
during installation. 

a. Line Current Adjustment - The following procedure provides the recommended line 
current adjustment procedure for the G854 Telegraph Line Module. Refer to Figure 2-15 for component 
location and Figure 2-16 for circuit schematic. 
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i 



CAUTION 



The adjjjstmenf slider of the line resistor Rl is connected to 
the 125J/ dc line. Injury to personnel or damage to equip- 
ment may result if the line current is adjusted with the line 
voltage applied. 

1 . Turn line voltage off and remove the G854 module to be adjusted from its connector. 

2. Set the line resistor at maximum resistance (minimum line current) . See Figure 2-15. 

3. Replace the G854 module. A W980 or G998 module extender may be used to extend 
the module during the adjustment procedure. 

4. Set up an ammeter to measure the line current. (A Hewlett-Packard 428B Clip-On 
dc milliammeter is convenient for this purpose). 

5. Turn on the line voltage. Read and compare the line current with the desired value 
of line current. 

6. If the desired line current value is not observed, turn line voltage off and remove the 
G854 module, if a module extender is not used. Decrease the line resistance to increase 
the current or increase the line resistance to decrease line current (See Figure 2-15) . 

7. Repeat steps (5) and (6) as a trial-and-error procedure until the measured line current 
equals the desired value. 

b. Bias Current Adjustment - The bias current of the G854 Telegraph Line Module is adjusted 
in the following manner. Refer to Figure 2-15 for component location and Figure 2-16 for circuit 
schematic. 

1 . Determine the desired bias current l^ (normally one-half of the signal current) . 

2. Turn on the line voltage and connect a voltmeter (or suitable volt measuring device) 
to pin V of the module's connecting block. 

CAUTION 

Use a plastic tuning tool or an insulated screwdriver to avoid 
shock if the adjusting tool should slip. 

3. Observe the voltmeter and adjust R4 until the voltmeter reading equals .W, in mA. 
Variations from this nominal value may be used in an attempt to correct for signal distortion. 
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Figure 2-15 Telegraph Line Module G854 (DCIOC) 
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Figure 2-16 0854 Strapping (DCIOC) 
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2.5.3 I/O Bus Connections 

The DCIOA is connected to the central processor via the I/O bus. In the PDP-10 system, the 
I/O bus cables are routed from the central processor and are looped through each of the PDP-10 options 
that operate from the I/O bus. The cables end in W851 connector modules that plug into the logic rack. 
The margin cable and the remote turn-on cajliae are looped through each of the PDP-10 options to 
complete the margin circuit and the remote turn-on circuit. 

Since the floor plan for each PDP-10 system may vary, the routing of the I/O bus cables may 
also vary. Therefore, the I/O bus cables for each option may be custom manufactured to meet a 
specific system requirement. To determine the I/O bus routing for the DCIOA, refer to the floor plan 
for the system. Guidelines for installation of the I/O bus cables are contained in the PDP-10 Installation 
Manual . 

Figure 2-18 is provided to indicate the location of the I/O bus cables in the DCIOA. 
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Figure 2-18 Location of DCIOA I/O Bus Connections 

2.5.4 Teletype Information 

Teletypes and other user terminals need to meet only a minimum number of requirements to be 
used Y/\tU the standard PDP-10 hardware-software system. Violation of any particular requirement requires 
the use of some hardware option, special interface, or a modification of the standard software. In many 
cases, the change is quite simple (e.g., supplying extra NUL characters to allow a slow carriage to 
return). PDP-10 software is designed around an ordinary (essentially unmodified) Teletype machine 
using the ASCII (USASCIl) character codes. 

In the following paragraphs, details of the standard interfaces are supplied. 

a. The terminal must have a 20 mA, neutral, full-duplex or an EIA interface. 

b. The terminal must use self-synchronizing, asynchronous, serial-by-bit, serial-by- 
character data transmission (i.e., ordinary, start-stop, tele type -style data transmission). 

c. The printer or display part of the terminal must respond to the control characters CR 
(carriage return, 0158) °"*^ ^F (line feed, 0128) in the ordinary way. Response to other control 
characters is not required. 
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d. The printer or display must have "continuous paper"-like characteristics. That is, a 
special control should not be required to "advance-to-the-next page" (erase the present display) . 

e. No waiting time beyond that provided by a CR LF sequence (carriage return, line feed) 
should be required to return the printing carriage to the beginning of the line. 

f. The printer or display should respond to at least the first 64 graphics of ASCII (USASCIi 
"figures" -0408 to 0778, °^^ "upper case"-1008 to 1378) • A"/ version of ASCII can be used with the 
user performing translations as necessary. All 95 graphics of USASCIi can be used when available. 

g. The keyboard must be able to generate at least one of the ALT-MODE or ESC (PREFIX) 
codes (0338, 1758, 1768). 

h. The keyboard must be able to generate the control characters of ASCII (OOOs to 0378) 
and at least the first 64 graphics of ASCII . 

i. The terminal should not have any "funny" or "strange" features (i.e., features not 
predictable from some reasonable interpretation of some revision of the ASCII standard). 

Any terminal which meets the above requirements should be a usable terminal. An ordinary 
Teletype without PDP-10 modifications may not be as convenient to use as an ordinary Teletype with 
PDP-10 modifications, but it will be adequate for many uses. 

Teletypes supplied by DEC for PDP-10 systems will have the following as standard features: 
LOCAL (off-line) mode; slashed zero {0) , upward arrow, and left arrow characters; separate ALT MODE, 
ESC, or PREFIX key; and standard plug connector. When considered necessary by DEC engineering, 
various mechanical modifications will also be incorporated to provide improved reliability and user 
convenience. 

Connections for 20 mA, neutral, full-duplex terminals (most Model 33 and 35 Teletypes and 
similar equipment) are completed as follows. Modify the machine for 20 mA line current and full-duplex 
operation as indicated on the drawing furnished by the manufacturer. Connect a 283B plug as shown in 
Figure 2-19. Polarity must be as indicated. 
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EIA interface connections (ElA Standard RS-232-B) for Model 37 Teletypes and many other 
terminals are shown in Figure 2-20. 
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CHAPTER 3 
THEORY OF OPERATION 

3.1 BLOCK DIAGRAM ANALYSIS 

The major components used In a data line scanner (DLS) system are purchased as options and 
each system configuration is dependent upon the customer specifications. The one exception to this is 
the control unit which is required in all systems. 

A block diagram of a DLS, Figure 3-1, is provided to support the following function descrip- 
tion. The DLS is used to interface a maximum of 64 teletype-like devices with the central processor. 
Each device (teletypewriter or data-set) is connected to a line group by a data line and the line groups 
are interfaced with the control unit. Data and command signals are routed between the central processor 
and the control unit via the I/O bus under program control. During a central processor output instruction 
(DATAO or CONO), data and/or command signals are routed to the control unit. The control unit gen- 
erates the required data transfer signals and the data transfer signals route the data to the selected data 
line via the control unit and the associated line group. When the central processor performs an input 
instruction (DATAI or CONI), command signals are routed from the central processor to the control unit. 
In the control unit, the command signals are used to generate the required data transfer signals. After 
generation, the data transfer signals route the data and/or status signals from the selected data line to 
the central processor via the associated line group and the control unit. 

In the following discussions, a brief functional description of the major DLS components, 
shown in Figure 3-1 , is provided. The system shown in the block diagram should not be considered 
typical, because each system will vary with the customer requirements. 

A DCIOA Control Unit is contained in each DLS installation. The control unit provides the 
necessary interface between the central processor I/O bus and the other major DLS components. The 
scanning logic in the control unit locates a data line that requires service by scanning the eight line 
groups sequentially for a data line flag that is set. Upon locating a set flag, the line group is scanned 
to locate the data line requiring service. The control unit indicates a service requirement to the central 
processor over the program interrupt line. Then, the data transfer logic, under the control of the central 
processor, transfers data and/or status signals onto and off of the I/O bus in a parallel fashion. The con- 
trol unit also enables the central processor to communicate directly with a data line when this is required. 

A maximum of eight line groups can be connected to and accommodated by the control unit. 
Two types of line groups are available: the Eight-Line Group Unit DCIOB and the Expanded Data Set 
Control DCIOE. The number of each type of line group will depend upon the system requirements. 

The 8-line group unit provides serializing, deserializing and interface level conversions for 
eight data lines. The speed at which the information on the data lines is serialized and deserialized 
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Figure 3-1 A Data Line Scanning Block Diagram 
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is determined by clocks located in the control unit. Data-sets such as Dataphone, TWX, and Telex 
apparatus may be interfaced to an 8-line group unit without special equipment. The signaling formats 
for the data-sets and Model 37 Teletypes are voltage levels conforming to EIA Standard RS-232-B. 
Teletype Models 28, 33, 35 or similar equipment may be connected to an 8-line group unit if a 20 mA 
local line operating in full-duplex mode with or without local copy is used. In this case, a local line 
is defined as a line with a loop resistance of less than 50 ohms (e.g. , 30Qfri (1000 ft) of 24 gage cable) 
and operating in an electrically clean environment. 

The expanded data-set control logically replaces an 8-line group unit and provides a control 
and status interface between the central processor and eight data-sets. Two of these interfaces have 
provision for automatic calling units. In the DCIOE option, the data line carrying control information 
has a separate line number that is distanct from the data line carrying data. This reduces the number 
of stations that can be interfaced with the control processor, but it does provide the central processor 
with additional status information from and operational controls to standard data-sets that are useful 
in multi-user time sharing systems. 

The Eight-Line Telegraph Relay Assembly DCIOC provides the relay buffering required to 
drive a maximum of eight long d-c telegraph lines. These lines can be either 20 mA or 60 mA, polar or 
neutral circuits, and can be up to 36 km (22 miles) of 24 gage cable. The telegraph relay option limits 
signaling speed to 300 baud, but provides signals for long lines and/or dirty electrical environments. 
Half-duplex capability is also provided by this option. As shown in Figure 3-1, the data lines buffered 
by the telegraph relay assembly do not have to be associated with a single eight-line group unit. By 
using the various supply voltage inputs, the DCIOC can be made to meet the requirements of various 
telecommunication authorities throughout the world. ji JL 

The Telegraph Power Supply DCIOD is a 125 ^c, "ak power supply that operates 20 mA or 
60 mA, neutral data lines in conjunction with the telegraph relay assembly. With this option, 32 relay- 
buffered 60 mA half-duplexed data lines or 16 relay-buffered 60 mA full-duplex data lines may be 
operated. For 20 mA data lines, the number of lines that can be operated are 96 and 48, respectively. 
This option is required by the telegraph relay assembly option. 

The last option associated with the data line scanner is the Expander Cabinet DCIOF option. 
This option is not shown in Figure 3-1 but it is required when the total panel mounting space and/or 
connecting blocks required by a DLS system exceeds the panel mounting space or connecting blocks 
available in the first cabinet. 

3.1.1 Control Unit DC10A 

In each DLS system, the control unit provides the necessary interface between the central 
processor and the DLS. All communication between the central processor and the line units is routed 

"Interface between Data Processing Terminal Equipment and Data Communication Equipment" 
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through and controlled by the control unit. Figure 3-2, a simplified block diagram of the control unit, 
is used In the following discussion of the control unit interface. To simplify this discussion, the control 
unit function is explained with only one line group connected. When additional line groups are con- 
nected to the control unit, the circuit operation is identical except that each line group is serviced in 
a sequential fashion. 
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Figure 3-2 Control Unit DCIOA Block Diagram 

To indicate when a data line requires service, the data line and the line group flags are set. 
When the scanner scans the flag line of the line group, it locates the line group flag in the set con- 
dition and stops scanning the line groups. Then, the scanner scans the data line numbers through 7 in 
the line group in a sequential fashion. The group enable signal and the active line number are used in 
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the line group to generate a data line flag strobe signal and the data line is strobed. In this fashion, 
each data line in the line group is checked for a set flag. When the set flag is located, the scanner 
stops and causes a program interrupt (PI). The PI signal is routed to the central processor over the I/O 
bus. 

Upon receiving the PI signal, the central processor selects the DLS and sends out a command 
signal to the control unit. The command signal conditions the DLS I/O control to perform a function. 
During a CON! instruction, a status word that identifies the type of interrupt that has occurred and the 
DLS PI channel assignment is routed to the central processor. A DATAI instruction will obtain the inter- 
rupting data line number over the I/O bus. If a receiver interrupt has occurred, data from the interrupt- 
ing data line is transferred to the central processor during the DATAI instruction. If a transmitter interrupt 
had occurred, the central processor must perform a DATAO instruction to transfer data to the interrupting 
data line. If both a receiver and a transmitter interrupt have occurred, the receiver interrupt takes 
precedence . 

When the data transfer is complete, the line group flag returns to the cleared condition and 
the scanner rescans through the line units. When a line group with a set flag is located, the above 
action is repeated under program control, 

A data transfer can be performed under program control even when a line group flag is not set. 
To accomplish this, the central processor places the data line number, the data and the DLS device 
number on the I/O bus and sends a DATAO signal to the control unit. The DATAO signal con- 
ditions the scanner to select the correct data line through the DLS I/O control. Then, the DLS I/O 
control loads the data into the register of the selected data line. 

3.1 .1 .1 Scanner Operation - The scanner is used to clock the DLS operation. As explained in the 
discussion of the control unit, a line group sets a flag when one of its data lines requires service. The 
scanner monitors the line groups in a sequential fashion until a set flag is located. Then, the scanner 
scans each data line of the line unit sequentially until the data line with the set flag is located. At 
this time, the scanner causes a PI signal to be generated. The scanning is inhibited and the PI signal 
is routed to the central processor over the I/O bus. 

The preceding paragraph describes the scanner function in basic terms. Figure 3-3 supports 
the more detailed explanation of the scanner operation which follows. Timing for the scanner is pro- 
vided by a 600-ns clock. The SCNR COUNT CLOCK signal is used to increment the 3-stage group 
counter and the output from the group counter is applied to the group directed data switch . The output 
signal from the group directed data switch is decoded in the group decoder. In this fashion, the group 
enable signal for the selected line group is generated and routed to the group scanner control. In the 
group scanner control, the LSEL GROUP ENABLE signal for the selected line group is ANDed with the 
COMM SCAN GROUP signal from the selected line group. If the line group flag is not set, the SCNC 
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COUNT GROUP NO. signal is generated and routed to the group counter. At the same time, the 
SCNC SCAN and SCNC COUNT UNITS signals are in the false condition and the units counter is not 
conditioned to be incremented. 

The SCNC COUNT GROUP NO. signal enables the group counter, and the SCNR COUNT 
CLOCK signal increments the group counter. The next line group is checked in the same fashion. This 
action is repeated until a line group with a set flag is located. At this time, the COMM SCAN GROUP 
signal from the selected line group is ANDed with its associated group enable signal and the following 
events occur: the SCNC SCAN signal is generated and routed to the unit scanner control; the SCNC 
COUNT GROUP NO. goes false and stops the group counter. 

At this time, the units counter is set to 0. The output from the units counter is routed to the 
units directed data switch and the resultant signals from the units directed data switch are routed to the 
line groups. The LSEL GROUP ENABLE signal for the selected line group enables a line number decoder 
in the line group and the output signal from the decoder strobes data line 0. If data line does not 
have a flag set, the SCNC FLAG STROBED signal is not generated and the SCNC COUNT UNITS signal 
is generated by the unit scanner control. The SCNC COUNT UNITS signal is routed to the units counter 
and the next SCNR COUNT CLOCK signal increments the units counter. This action is repeated for data 
lines 1 through 7 until the data line with the set flag is strobed. 

When the interrupting data line is strobed, either a COMM TRANS FLAG STROBED signal or 
a COMM RCVR FLAG STROBED signal is generated in the line group and is routed to the associated flag 
gate in the scanner. The SCNC FLAG STROBED signal is generated and is ANDed with the SCNC SCAN 
signal to generate the SCNC SET PI REQ signal . The SCNC SET PI REQ signal is ANDed with the SCNR 
COUNT CLOCK signal and the resultant signal is used to set the count restart, count hold, and PI REQ 
flip-flops. 

When the count hold flip-flop is set, the following events occur: the SCNR COUNT HOLD 
(0) signal goes false; the scanner clock control is disabled; the SCNR COUNT CLOCK signal goes false; 
the scanner counters are disabled; and the interrupting data line number remains in the scanner counters. 
When the PI REQ flip-flop h set, the SCNR PI REQ (1) signal goes true and enables the PI decoder. 
The PI channel assignment stored in the PI register is decoded and the resultant PI signal is routed to 
the central processor via the I/O bus. 

The central processor performs the following instructions to service the interrupting data lines: 
a DATA! instruction to service a receiver interrupt and to identify the interrupting data line number; a 
DATAO instruction to service a transmitter interrupt after a DATAI has identified the interrupting data 
line number; or a DATAI instruction first and then a DATAO instruction if both a receiver and transmitter 
interrupt have occurred. 
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Figure 3-3 Scanner Block Diagram 



3-7 



During the performance of an instruction, the PI REQ flip-flop is cleared in one of the follow- 
ing ways: the DLS DATAO CLR signal is used if the RIO lOBR 11 (1) signal is false during a transmitter 
interrupt; or the DLS DATAI signal is used if a receiver interrupt was serviced. 

After the data line has been serviced, the scanner is restarted. To restart the scanner counters, 
the following events occur: the count restart flip-flop is cleared by the signal resulting from the ANDing 
of the trailing edge of the DLS DATAI and the CNTR RCVR FLAG{1) signals or the trailing edge of the 
CNTR DATAO SET DLY signal; the count hold flip-flop is cleared by ANDing the SCNR COUNT 
RESTART (0) and the SNCR CLOCK signals; the scanner clock control is enabled; and the SCNR COUNT 
CLOCK signal is returned to the true condition, 



nner clock control is enabled; and the 3v_INK L.UUINI * 

^^ ^^Wr ^ x..^*^ -yf^ fi^^e^ 



3.1 .1 .2 Baud Rate Clock Operation - Clock signals are generated to accommodate any 5-level or 
8-level teletype code at signaling speeds up to 100 kilobaud. Figure 3-4, the baud rate clock block 
diagram, shows three clock circuits that are identical except for their frequency. To establish the baud 
rate, the output signal from the clock, a crystal -control led oscillator, is routed to a divide-by-16 
counter and the counter output is connected to a jumper terminal on the clock divider option card. The 
output from the clock is also directly connected to another jumper terminal on the option card. When 
operating between 40 and 999 baud, a jumper is inserted to select the counter output, but when oper- 
ating between 1 kilobaud and 100 kilobaud, the jumper is moved to select the direct output. In this 
way, it is possible to select the baud rate clock frequencies at the control unit. The selected frequen- 
cies are amplified and routed to the eight-line group units. The three baud rates will be determined by 
customer specifications, but if the baud rates are not specified, the clock frequencies supplied will 
establish rates of 110, 150, and 1200 baud. Lfr- .^^^^ ' /} 1/1 

3.1 .1 .3 DLS I/O Control Operation - These circuits are used to transfer data and command signals 
between the central processor and the control unit, under program control. To provide an understanding 
of the control unit operation, a separate functional block diagram is used to explain the control unit 
operation during the I/O instructions. 

In the following discussions, different instructions are explained in what could be considered 
a typical sequence. First, the conditioning of the control unit and line groups durmg the CONO in- 
struction is explained. The transfer of status information from the control unit to the central processor 
during the CONI instruction is explained next. Following that is an explanation of the transfer of data 
from the line group to the central processor during a DATAI instruction. The last of the I/O instructions, 
DATAO, is discussed to explain the transfer of data from the central processor to the line group. The 
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reset circuit which may or may not be activated under program control and the maintenance circuit 

which is under manual control ore discussed last. Since the selection of the I/O instruction is performed 
under program control, the actual sequence of selection may vary, but circuit operation will remain the 
same. 
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Figure 3-4 Baud Rate Clock Block Diagram 

a, CONO Instruction - The CONO instruction is performed to establish known conditions 
In the DLS. Figure 3-5, CONO instruction block diagram, is used to support the following explanation, 
The DLS I/O Device number is routed from the central processor to the DLS device decoder over the 14 
device selection lines of the I/O bus. The resultant signal from the decoder enables the CONO clear 
control gate. At the same time, the lOB CONO CLR signal is routed from the central processor to the 
CONO clear control gate and the DLS PI CLR signal is generated to clear the PI storage register. 

The central processor under program control has placed the desired data on I/O bus data 
lines 30 through 35. The central processor generates the lOBCONO SET signal 1 ps after the lOB 
CONO CLR signal and routes the lOB CONO SET signal to the CONO set control gate. With the DLS 
device selected line still active, the DLS CONO SET signal is generated and is used to enable the in- 
put data gates. The data on I/O bus data lines 30 through 35 is loaded into the control unit and the 
following functions are performed: 
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(1) The PI channel assignment in bits 33 through 35 is loaded into the PI register. The 
six output lines from the PI register are routed to the PI decoder. When the scanner 
generates the PI REQ (1) signal, the PI decoder is enabled and the PI channel assignment 
is decoded. The resultant PI signal is routed to the central processor over the assigned 
PI line. 

(2) When bit 32 = 1 , the units counter and group counter in the scanner are reset to 0. 

(3) When bit 31 = 1 , the data terminal ready one-shot is reset and the resultant signal 
is routed to the expanded data-set controls. This must be performed every 500 ms to 
prevent the data-sets from being placed in the on-hook condition. 

(4) When bit 30 = 1 , a simulated power clear is performed and the DLS control circuits 
are reset. 
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Figure 3-5 Control Unit DCIOA Block Diagram - CONO Instruction 
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b. CONI Instruction - The central processor performs a CONI instruction to obtain DLS 
status information after a program interrupt has occurred. Referring to Figure 3-6, the CONI block 
diagram, will assist in understanding the following discussion. 
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Figure 3-6 Control Unit DCIOA Block Diagram - CONI Instruction 

Tc perform a CONI instruction, the central processor generates the DLS l/O device 
number and the lOB CONI signal and routes them to the control unit via the I/O bus. In the control 
unit, the DLS device decoder decodes the DLS I/O device number and the resultant signal, DLS 
DEVICE SELECTED, enables the CONI control gate. The lOBCONI signal is routed to the enabled 
CONI control gate and the DLS CONI signal is generated. The DLS CONI signal enables the CONI 
data gates and activates the write I/O bus gate. When the CONI data gates are enabled, the following 
DLS status information are gated to the write I/O bus gates: 

(1) DAT2 lOBV/ 30(1) is true, if the DTR DIS switch is on. 

(2) DAT2 lOBW 31(1) is true, if the interrupting data line has its transmitter flag set. 
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(3) DATS lOBW 32(1) is true. If the interrupting data line has its receiver flag set. 

(4) The PI channel assignment number from the PI register. 

When the write I/O bus gate is activated, the CNTR WRITE I/O BUS signal is generated 
and is used to enable the write I/O bus gates. The DLS status information is gated through the enabled 
write I/O bus gates and is routed to the central processor via the I/O bus. 

c. DATAI Instruction - The central processor performs a DATAI instruction to transfer a data 
word from on 8-line group unit or a status word from an expanded data-set control after a receiver in- 
terrupt has been identified during the performance of a CONI instruction. When a transmitter interrupt 
is identified during the performance of a CONI instruction, a DATAI instruction is performed to transfer 
the interrupting line number into the central processor. Figure 3-7, the DATAI instruction block dia- 
gram, is used to clarify the following circuit descriptions. 

When a receiver interrupt is identified, the scanner is stopped to store the interrupting 
data line number. The number in the group counter is decoded in the group decoder and the resultant 
group enable signal is used to enable a line decoder in the interrupting line group and to enable the data 
gates in the control unit that are associated with the interrupting group. At the same time, the number 
stored in the units counter is routed to and decoded in the line decoder of the interrupting line group. 
The resultant line enable signal from the line decoder enables the data transfer logic for the interrupting 
data line. 

The central processor routes the lOB DATAI signal to the DATAI control gate and the 
DLS I/O device number to the DLS device decoder. After the DLS I/O device number is decoded, the 
DATAI control gate is enabled by the DLS DEVICE SELECTED signal and the DLS DATAI signal is gen- 
erated. The DLS DATAI signal performs the following functions. It is used to enable the RCVR flag 
strobed control and then it is ANDed with the resultant signal from the RCVR flag strobed control to 
generate the CLKD UNLOAD RCVR signal; it is used to enable the data gates in the control unit as- 
sociated with the DATAI instruction; it is used to generate the CNTR WRITE lO BUS signal; and it is 
used to enable the RCVR flag AND gate. 

The CLKD UNLOAD RCVR signal is routed to the line groups where it becomes the 
COMM UNLOAD RCVR signal. With the data transfer logic in the line group associated with the in- 
terrupting data line enabled by the line enable signal, the COMM UNLOAD RCVR signal gates a data 
word from an interrupting 8-line group unit or a status word from an interrupting expanded data-set 
control to the associated data gates in the control unit via the line group data cable. Since the control 
unit data gates associated with the interrupting line group are enabled by the group enable signal and 
the DLS DATAI signal, the data word or status word is routed to the write I/O bus gates. At the some 
time, the resultant signal from the RCVR flag AND gate and the interrupting data line number from the 
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group and unit registers are also routed to the write I/O bus gates. The CNTR WRITE lO BUS signal is 
used to enable the write I/O bus gates and the data is routed to the central processor via the I/O bus 
data lines. 

The data transferred during a DATAI instruction will depend upon the type of line group 
that is being addressed. Refer to the programming notes contained in Section 2.4 of this manual for the 
contents of a data word from an 8-line group unit and the contents of a status word from an expanded 
data-set control . 

When a transmitter interrupt is identified during a CONI, a DATAI is performed to load 
the interrupting data line number into the central processor. In this case, circuit operation is similar 
to that explained for the receiver interrupt. The main differences in a DATAI that follows a transmitter 
interrupt are as follows: the unload RCVR gate is not activated; data are not transferred from the line 
group; and the RCVR flag strobed control is not enabled because there is no output signal from the RCVR 
flag strobe gate. Because of these differences, the interrupting data line number is transferred over 
IOB12 (1) through IOB17 (1) and all other bits are 0. 

d. DATAO Instruction - The central processor performs a DATAO instruction to transfer a 
data word to an 8-line group unit or a control word to an expanded data-set control . These transfers 
are initiated on a priority interrupt basis after a transmitter flag is detected or when the central proces- 
sor is directed to initiate a transfer under program control. 

The main difference between the two transfers is the way in which the DLS I/O control 
logic is enabled. When a transmitter flag is detected, the data line number stored in the scanner is 
used to enable the DLS I/O control logic, but when the central processor initiates a transfer, the data 
line number is routed from the central processor to the control unit along with the data. Then, this 
data line number is used to activate the DLS I/O control logic. The last major function performed 
during a DATAO instruction is the clearing of the transmitter flag after a transfer has been completed. 

In the following discussion, a transfer initiated by the central processor is explained 
first, a transfer when a transmitter flag is detected is explained next, and the clearing of the transmitter 
flag is explained last. Figure 3-8, the DATAO instruction block diagram, is used to support the follow- 
ing discussions. 

When the central processor initiates a transfer under program control, the following in- 
formation is routed from the central processor to the control unit over the I/O bus. The DLS I/O device 
number is routed to the DLS device decoder, a 1 in lOB 11 (1) is routed to the directed data set gate, 
the desired data line number is routed to the directed data switches over data lines lOB 12 (1) through 
lOB 17 (1), a in lOB 27 (1) is routed to the RIO BIT 27 flip-flop and the data to be transferred are 
routed to the input data buffering circuit over lOB 28 (1) through lOB 35 (1). At the same time, the 
lOB DATAO CLR signal is routed to the DATAO clear gate. The DATAO clear gate is enabled by the 
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DLS DEVICE SELECTED signal from the DLS device decoder and the DLS DATAO CLR signal is generated. 
The DLS DATAO CLR signal sets the CNTR DATAO and directed data flip-flops. The resultant signal 
from the set side of the CNTR DATAO flip-flop is used to generate the CNTR DATAO signal and the 
CNTR DATAO signal is routed to all group trans-enable gates and group data gates. At the same time, 
the set side of the directed date flip-flop conditions the directed data switches to pass the data line 
number contained in lOB 12 (1) through lOB 17 (1) and disables the output signals from the group and 
units counter. The number on SCNR lines 12 (0) through 14 (1) is used to generate the group enable 
signal for the selected group and the number on SCNR lines 15 (0) through 17 (1) is routed to all line 
units after passing through the bus drivers. The group enable signal enables the group data gates and 
the trans-enable gate associated with the selected line group. In the selected line group, the group 
enable signal enables a line decoder and the line decoder decodes the line number on lines 15 through 
17. 

The input data is routed in parallel from the input data buffering circuit to all group 
data gates as RIO lOBR 28 (1) through RIO lOBR 35 (1). Since the data gates associated with the 
selected line group are enabled by the group enable signal and the CNTR DATAO signal, the data on 
RIO lOBR 28 (1) through RIO lOBR 35 (1) are routed to the selected line group via the data cable. 
With lOB 27 (1) a 0, the RIO bit 27 flip-flop remains in the cleared condition and the RIO bit 27 (0) 
remains true. The trans-enable gate associated with the selected line group is enabled and the trans- 
enable signal is routed to the line group. 

In reviewing the conditions up to this point, it is found that the selected data line is 
enabled, the trans-enable signal is routed to the selected line group, and the data are routed to the 
selected line group. Under these conditions, the selected line unit is conditioned to accept the transfer. 

The transfer is completed in the following manner. The central processor generates the 
lOB DATAO SET signal l-|js after the lOB DATAO CLR signal, and the lOB DATAO SET signal is routed 
to the DATAO SET gate. The resultant signal from the DATAO SET gate, DLS DATAO SET or ECHO, 
is used to generate the CLKD LOAD TRANS signal. The CLKD LOAD TRANS signal is routed to the 
line groups and is used to strobe the data into the transmitter buffer of the selected line group. After 
an 85-ns delay, the trailing edge of the resultant signal from the delay circuit clears the CNTR DATAO 
and directed data flip-flops. This disables the data gates and returns the data line selection to the 
group and units counters. 

To perform a transfer after a transmitter flag has been detected, a similar procedure is 
followed except, in this case, lOB 11 (1) is and lOB 12 (1) through lOB 17 (1) are not used. With 
lOB 11 (1) a 0, the directed data set gate is inhibited, the directed data flip-flop is not set by the 
DLS DATAO CLR signal and the interrupting data line number stored in the group and units counters is 
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routed through the directed data switches. This data line number is used to generate the group enable 
signal and the data line number. The remainder of this transfer is identical to a transfer initiated by 
the central processor under program control. 

The last function that can be performed during a DATAO instruction is the clearing of a 
transmitter flag without transferring additional data. This function is performed after all the required 
data have been transferred. The manner in which this function is performed is similar to a transfer per- 
formed after a transmitter flag is detected. The main differences between the two transfers are as follows. 
No data ore transferred over lOB 28 (1) through lOB 35 (1) and lOB 27 (1) is 1 . The interrupting line 
number stored in the group and units counter is used to generate the group enable signal and the data line 
number. These signals condition the transfer circuit associated with the interrupting data line in the line 
group. With lOB 27 (1) a 1 , the RIO BIT 27 flip-flop is set and the RIO BIT 27 (0) signal is false. With 
RIO BIT 27 (0) signal false, the trans-enable gate for the interrupting line is not enabled and the trans- 
enable signal is not generated. When the CLKD LOAD TRANS signal is generated, the data lines in the 
line group are strobed and the transmitter flag associated with the interrupting data line is cleared. 

In the DATAO instruction, the information contained on data lines 28 through 35 will 
depend upon the type of line unit the central processor is addressing. Refer to the programming notes 
contained in Section 2.4 of this manual for the contents of this transfer. 

e. Reset Circuit - The reset circuit is used to clear the DLS control circuits and is activated 
In three different ways. This circuit is activated to establish a known operation condition. Refer to 
Figure 3-9 for the following functional description. 

The first method of activating the reset circuit to be discussed occurs when the DLS 
power is turned-on or turned-off or when the maintenance switch Is turned-on or turned-off due to con- 
tact bounce. When either happens, the DLS PWR ON (1) signal from the DLS power-on one-shot is true 
and Is applied to the power reset OR gate. The resultant signal, DLS PWR CLR, from the power reset 
OR gate is routed to the DLS control circuit. 

The central processor can initiate a power clear in two ways. The central processor can 
perform a CONI instruction to the DLS with a 1 in bit 30 of the I/O data word. The DLS CONO SET 
and RIO lOBR 30 (1) signals are routed to the power clear gate and the resultant signal is used to gen- 
erate the DLS PWR CLR signal; or it can generate the lOB RESET signal in any of several ways and route 
this signal to the reset gate. The resultant signal from the reset gate, DLS lOB RESET, is used to generate 
the DLS PWR CLR signal. 
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Figure 3-9 Data Line Scanner Reset Circuit 

f . Maintenance Circuit - The maintenance circuit of the DLS consists of an echo control 
circuit and an Indicator circuit that can be used by maintenance personnel to check system operation. 
The indicator circuit provides a quick check of system operation at all times and the echo control circuit 
provides an indication of the DLS I/O control operation for any full-duplex data line when the mainte- 
nance mode Is selected. 

(1) Indicator Circuit - The Indicator circuit consists of an Indicator panel, two rotary 

switches, and control logic shown in Figure 3-10. 

Since the duration of the strobe signal from either the transmitter flag OR gate or 

receiver flag OR gate is short, the power available to illuminate an indicator is low. 

To provide a better indication, the indicator circuit provides the means to increase the 

available illuminating power on a selected line basis. The data line number is selected 
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by using the group and unifs switches on the indicator panel while the group and units 
counters in the scanner continue to scan through the groups. Each output line from the 
group switch is ANDed with a complementary signal line from the group counter and 
each output line from the units switch is ANDed in a similar fashion with lines from the 
units counter. The group AND gates are ORed together and the units AND gates are 
ORed together. Then, the resultant signals from the two OR gates are ORed in the 
IND OR gate. The resultant signal from the IND OR gate, IND ADDRESS 7^ SW, is 
true until the group and units counters reach the data line number that is set into the 
group and units switches and a data line flag associated with the selected data line is in 
the set condition. At this time, the ~ IND ADDRESS 7^ SW signal is true and is used to 
enable the address gate. The SCNR COUNT CLOCK signal from the scanner clock con- 
trol is used to start a 500 ns delay. After the delay time, the resultant signal from the 
delay, IND COUNT CLOCK DEL, is true and is routed to enabled address AND gate. 
The output signal from the address AND gate is amplified in a pulse amplifier and the 
resultant signal from the pulse amplifier is used to enable the TRANS and RCVR IND AND 
gates. 

Since circuit operation for either the transmitter or receiver circuit is identical, the 
remaining description is written in general terms and is intended to apply to either circuit. 
The strobed line from the selected line group is applied to a flag OR gate and the 
resultant signal from the flag OR gate is routed to the enabledIND AND gate. The result- 
ant signal from the enabled IND AND gate starts a one-shot to effectively stretch the 
strobe signal and the set side of the one-shot illuminates the appropriate line indicator. 

The remaining indicators provide an indication of the DLS operation. When any data 



line flag in any line group is set, the JTRAN FG ST and, or RCVR FG ST indicator(s) 



are illuminated. As the scanner scans the data lines, the data line number is displayed 
in indicators 1 1 2 | through |l7| . The octal group number is displayed in the three left- 



hand indicators and the data line within the selected group is displayed in the three 
right-hand indicators. To Indicate the assigned PI channel number, the set side from 



the three flip-flops in the PI register is routed to indicators [33] through I 35 I . The 



SCAN 



indicator is illuminated whenever a data line flag is set and the scan group line 
from one of the groups is active. The remaining indicators are used to provide an indica- 
tion of when their associated flip-flops are in the set condition. 

(2) Echo Circuit - The echo circuit shown in Figure 3-1 1 is used to check the I/O 
control for any full-duplex line. To activate the echo circuit, select the maintenance 
mode by turning on the MAINT switch and strike a character on the teletype keyboard. 
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The character is loaded into the teletype receiver circuit in a serial fashion via the 
serial input line and after the character is loaded, the receiver flag is set. When the 
scanner generates the selected group enable signal and the selected line number, the 
selected line enable signal is generated by the line decoder. The selected line enable 
signal strobes the teletype receiver circuit and the receiver flag strobed line is activated. 
The active receiver flag strobed line conditions the RCVR flag OR gate and the SCNC 
RCVR FLAG STROB signal is generated and routed to the RCVR AND gate. In the RCVR 
AND gate, the IND MAINT signal is ANDed with the SCNC RCVR FLAG STROB signal 
and the resultant signal is amplified and inverted to generate the IND ECHO signal. 
The IND ECHO signal is used to condition the following gates: the unload RCVR gate 
that generates the CLKD UNLOAD RCVR signal; the TRANS enable gate that generates 
the TRANS ENABLE signal; and the load TRANS gate that generates the CLKD LOAD 
TRANS signal . The CLKD UNLOAD RCVR signal gates the teletype character out of 
the teletype receiver circuit and onto the data lines in a parallel fashion. At the same 
time, the CLKD LOAD TRANS signal gates the teletype character from the data lines 
into the teletype transmitter circuit. The TRANS ENABLE signal conditions the serial 
transfer circuit in the teletype transmitter circuit and the teletype character is echoed 
to the printer in serial fashion via the serial output line. 
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After completing the serial transfer, the teletype transmitter circuit sets its transmitter 
flag. Then, when the scanner strobes the selected teletype transmitter circuit, the trans- 
mitter flag strobe line is activated. The active transmitter flag strobed line conditions 
the TRANS flag OR gate to generate the SCNC TRANS FLAG STROB signal . In the 
TRANS AND gate, the IND MAINT signal and the SCNC TRANS FLAG STROB signal 
are ANDed to generate the IND CLEAR TRANS signal. The IND CLEAR TRANS signal 
is routed through the TRANS OR gate and the resultant signal, DLS DATAO SET OR 
ECHO is used to generate the CLKD LOAD TRANS signal. When the CLKD LOAD TRANS 
signal is applied to the teletype transmitter circuit, the transmitter flag is reset and the 
echo circuit is ready to receive another character from the teletype keyboard. 

When maintenance mode is selected, the IND MAINT signal is used to inhibit the 
DLS device decoder and to maintain the PI REQ flip-flop in the clear condition. This 
prevents the central processor from selecting the DLS, and the DLS from initiating a 
program interrupt during maintenance operation. 

3.1.2 Eight-Line Group Unit DCIOB 

The 8-line group unit is one of two line groups connected to the control unit. Each 8-line 
group unit provides eight identical two-way communication paths between the central processor and a 
maximum of eight Teletype machines or data-sets. Control signals for the 8-line group units are gener- 
ated in the control unit under program control, and data in both the receive and transmit circuits are 
routed through the control unit. The receive circuit receives data from the keyboard and transmits the 
data to the central processor. In the transmit circuit, data are received from the central processor and 
are transmitted to the printer. As explained in Section 3.1 , data-sets and/or Teletype machines con- 
nected in full-duplex over a loco! line may be interfaced directly to an 8-line group unit. 

Since the control unit provides the interface between the central processor and 8-line group 
unit, a thorough understanding of control unit operation is required to understand the following 8-line 
group unit functional description. In this discussion, the receive circuit is described first, this is fol- 
lowed by the functional description of the transmit circuit. 

a. Receive Circuit - The receive circuit provides the serial to parallel conversion, buffering, 
gating and synchronizing necessary to interface eight asynchronous-serial teletype lines with the central 
processor. Each line within the receive circuit is conditioned to assemble either a 5-bit serial character 
with a unit code length of 7.0, 7 .5 or 8.0 units or an 8-bit serial character with a unit code length of 
10.0, 10.5 or n .0 units. As the teletype character is received in serial form, the character is assembled 
into parallel form. When the conversion is completed, the character is transferred in parallel form to the 
central processor via the control unit. This transfer is completed on a priority interrupt basis and under 
program control . 
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Figure 3-12, the receive circuit block diagram, is used to support the following functional 
description. The outputs from the three baud-rate clocks are routed to the clock line option card from 
the control unit. At the clock line option card, a series of jumpers are used to select a clock frequency 
that is eight-times the desired baud rate. From the clock line option card, the selected clock output is 
routed to the line clock associated with each module. 

Since the circuit operation of each line is similar, the following functional discussion 
pertains to any one of the eight receive lines. The incoming signal from the keyboard is routed to the 
teletype receiver module via the serial input line. When a data-set or Model 37 Teletype is connected 
to a line unit, the EIA-DEC interface module is used for level conversion, ifm iilln r rlnfinnii ihn fin 
' OCC i i ilL i fuuu w a lu l a i> fiPt'TTTTt1ggetr- 

The serial input from the keyboard is monitored for the start element of an incoming char- 
acter. When a start element is detected, a clock enable signal is routed to the line clock and the clock 
output is routed to the teletype receiver module to clock the incoming signal. Since the unit code 
length of an incoming signal can vary with different devices, a set of jumpers on each receiver module 
is used to adapt the module to the unit code length of the associated device. 

As the serial bits of the character are received, they are loaded into the buffer register 
of the receiver module. When the last bit of the character is loaded, the receiver module flag is set 
and the COMM SCAN GROUP signal is routed to the control. As explained in the discussion of the 
scanner, the COMM SCAN GROUP signal causes the scanner to stop the group counter. The unit 
counter is started and line numbers through 7 are routed to the line decoder in a sequential fashion 
along with the group enable signal. As the line numbers are decoded, a line enable signal is generated 
and routed to the associated flog strobe line. When the module with the set flag is strobed, the COMM 
RCVR FLAG STROBED signal is generated and routed to the control unit. The COMM RCVR FLAG 
STROBED signal stops the units counter and causes a PI signal to be generated and routed to the central 
processor . 

At this time, the central processor program performs a CONI instruction and the control 
unit relays a receiver interrupt and the interrupting line number to the central processor. The receiver 
interrupt indicates that a teletype receiver module is loaded and ready to transfer a character; the in- 
terrupting line number indicates which data line is causing the interrupt. To unload the character, the 
central processor performs a DATAI instruction under program control. During the DATAI instruction, 
the control unit is conditioned to generate the COMM UNLOAD RCVR signal. Since the buffer/flag 
gate is enabled by the COMM LINE n ENABLE signal, the read buffer and clear flag lines are activated 
by the COMM UNLOAD RCVR signal. The read buffer line reads the character onto the data lines in 
parallel form and the clear flag line clears the receiver flag of the module. The character is routed 



3-28 




FROM 
CONTROL ■< 
UNIT 



COMM CLOCK I 



COMM CLOCK 2 



COMM CLOCK 3 



CLOCK 

LINE 

OPTION 

CARD 



-» COMM CLOCK LINE 



-» COMM CLOCK LINE T 



LINE 17 lll| 



LINE 
DECODER 



COMM GROUP ENABLE 



-» COMM LINE ENABLE 



-* COMM LINE 7 ENABLE 




FROM , 

KEYBOARD -< 
N0.7 



EIA-DEC 
INTERFACE 



(SERIAL INPUT) 



(FLAG STR08I 



LINE 7 
ENABLE 



COMM UNLOAD 



BUFFER/ 
FLAG 
GATE 



(READ BUFFER) 



(CLEAR FLAG) 



TELETYPE 

RECEIVER 

UNE 7 

(W70S) 



COMM 
CLOCK LINE 7. 



LINE 
CLOCK 
(*708) 



(CLOCK ENABLE) 



COMM DATA S 



COMM DATA I 



COMM SCAN GROUP 



COMM RCVR FLAG 



>■ CONTROL 
UNIT 



P/0 
DATA 
CABLE 



Figure 3-12 Eight-Line Group Unit DCIOB - Receive Circuit 
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to the central processor via the control unit and the COMM SCAN GROUP signal goes to the false 
condition. At this time, the teletype receiver module is ready to receive another character from the 
device, without garbling the previous character, and the scanner is freed to scan the line units. 

To avoid garbling the next incoming character, the character in the buffer register, 
must be transferred to the central processor within a time, T , where 



r 



J _ Number of stop units + 1/2 

r Speed (baud or units (bits) per second) 

b. Transmit Circuit - The transmit circuit provides the parallel to serial conversion, buffer- 
ing, gating, and timing necessary to interface the central processor with eight asynchronous-serial 
teletype lines. Each line within the transmit circuit is conditioned to accept either a 5-bit or an 8-bit 
parallel character through the use of a series of jumpers located on the teletype transmitter module. 
The 5-bit character is assembled into a serial character with a unit code length of 7.0, 7.5 or 8.0 units 
and the 8-bit character is assembled into a serial character with a unit code length of 10.0, 10.5 or 
11 .0 units. A series of jumpers located on the transmitter modules is used to establish a unit code length 
that is identical to the unit code time base of the associated device. 

A parallel character is transferred to the teletype transmitter module from the central 
processor via the control unit under program control during a DATAO. After receiving the character, 
the teletype module transfers the character to the printer of the associated device in a serial fashion 
and generates the start and stop signals at the required times. 

The transmit circuit block diagram. Figure 3-13, is used to support the following func- 
tional description. The baud rate is selected by selecting the desired clock frequency at the clock line 
option card and is routed to the line clock as it was in the receive circuit. The data cable, the control 
cable, the clock patch, the line decoder, and the line clocks associated with each transmitter module 
are common to the items shown on the receive circuit block diagram. 

Since a character is transferred to the teletype transmitter module during a DATAO in- 
struction, a brief review of the DATAO instruction follows. The three main functions that can be per- 
formed under program control during DATAO instruction are as follows: the transfer of a character to a 
data line that is selected by the program; the transfer of a character to an interrupting data line; and 
the clearing of an interrupting transmitter flag. The transmit circuit operation is identical during the 
first two functions, so they are discussed first. Then, the transmit circuit operation during the third 
function is explained. 

The data line number and the COMM GROUP ENABLE signals are routed to the line 
decoder. After the line number is decoded, the resultant line enable signal is routed to the buffer/flag 
gate associated with the selected data line. At the same time, the parallel character on lines COMM 
DATA 1 through COMM DATA 8 and the COMM TRANS ENABLE signal is routed from the control unit 
to the teletype transmitter modules. 
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Figure 3-13 Eight-Line Group Unit DCDIOB - Transmit Circuit 
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The COMM LOAD TRANS signal is generated in the control unit 1 ps later and is routed 
to all teletype transmitter modules. When the COMM LOAD TRANS signal is applied to the enabled 
buffer/flag gate, the load buffer and the clear flag lines to the associated transmitter module are acti- 
vated. The active load buffer line loads the character into a buffer register in a parallel fashion and 
the active clear flag line clears the transmitter flag. With the COMM TRANS ENABLE signal present 
at the module input, the active load buffer line also conditions the serial transfer circuit. To maintain 
maximum speed, a second character must be loaded within a time, T , where 

_ Number of stop units - 1/2 , 

t Speed (baud or units (bits) per second) 

When the data line is connected in half-duplex, a delay in the serial transfer is en- 
countered if the teletype receiver module associated with the same data line is receiving a character. 
When this condition occurs, the transmitter module does not start its serial transfer until the transfer to 
the teletype receiver module is completed. 

When the serial transfer is performed, the characters, including the start and stop signals, 
are transferred to the printer of the associated device in serial fashion. One half unit after the first 
stop unit is put on the serial line, the transmitter module flag is set. The COMM SCAN GROUP signal 
to the control unit goes to the true condition. The scanner strobes each data line in the interrupting 
group until the set flag is located, as explained in the receive circuit description. Upon locating a set 
flag, the scanner stops and a PI signal is routed to the central processor. 

If the central processor has another character for this data line, it sends the character to 
the teletype transmitter module under program control,. as explained above. When all characters have 
been transferred, the central processor performs a DATAO instruction to clear the transmitter flag. 
During this DATAO instruction, the COMM TRANS ENABLE signal goes false when the central processor 
routes an I/O data word to the control unit with a 1 in lOB 27 (1). With the COMM TRANS ENABLE 
signal false, the transmitter flag is cleared when the clear flag line is activated but additional data are 
not sent out over the serial line. 

3.1.3 Eight- Line Telegraph Relay Assembly DC IOC 

This assembly provides relay buffering for eight independent telegraph lines. With this as- 
sembly, teletype machines can be operated over long dc telegraph lines and/or in dirty electrical 
environments. Half-duplex capability is allowed with this option, but signaling speed is limited to 
300 baud. The eight data lines buffered by this assembly do not have to be operated at an identical 
speed or associated with a single 8-line group unit. 

Refer to Figure 3-14 for the following circuit description. Each of the eight telegraph cir- 
cuits in the DCIOC provides a two-way interface between a Teletype and a data line in an 8-line group 
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Figure 3-14 Eight-Line Telegraph Relay Assembly DCIOC - Block Diagram 
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unit. The telegraph lines can be operated at current levels from 20 mA to 100 mA and can be operated 

in either the polar or neutral mode. Under most conditions, a telegraph line can be as long as 36 km 

(22 miles) of 24 gage cable. 
.^ V) Since each telegraph circuit is identical, a discussion of a typical telegraph circuit is pro- 

Xj vided. In this typical circuit. Telegraph line 2 connects the keyboard of a Teletype to polar relay 2 

via line resistance circuit 2. Then, a local cable connects polar relay 2 to a receiver module in an 
^ 8-line group unit. A local cable connects the associated transmitter module in the 8-line group unit 



^ 



^ 



to polar relay 1 . The output from polar relay 1 is routed through line resistance circuit 1 and to the te 
teletype printer via telegraph line 1 . 

Each polar relay is provided with a relay bias circuit. The relay bias circuit provides a high 
impedance bias current which sets the operating point for the low resistance polar relay. The bias cur- 
rent to the polar relay is adjustable over a range of 3.5 to 60 mA. The bias voltage across the polar 
relay may be as large as 4p, to allow for transient voltage swings caused by relay operation, without 
cutting off the bias circuit. The bias current to the polar relay is normally set to one-half of the relay 
signal current and this nominal current value is adjusted to correct for signal distortion. 

The line resistance consists of an adjustable resistor used to control the current in the telegraph 
line ^ adjusting the total circuit resistance to the required value. For example, a 60 mA circuit with 
a 12(^ power supply requires a total circuit resistance of 2000 ohms. If the line resistance is 500 ohms, 
the line resistance circuit is adjusted to 1500 ohms. 

The DCIX also provides half-duplex capability. In this mode, telegraph line 1 and tele- 
graph line 2 are connected together at the Teletype and at the line resistance circuits. In half-duplex 
mode, circuit operation is similar to full-duplex except only one telegraph line can be used at one time 
without garbling the transmission. 

3.1.4 Telegraph Power Supply DCIOD 

The telegraph power supply is a 125 \^c, 2 A power supply used in conjunction with the 
8-line telegraph relay assembly option. Each supply is capable of driving 32 relay-buffered 60 mA 
half-duplex lines or 16 relay-buffered 60 mA full-duplex lines operated in the neutral mode. If 20 mA 
lines are used, the supply is capable of driving 96 lines in half-duplex and 48 lines in full-duplex. 

The followinadiscussion is supported by Figure 3-15. An irgut voltage with a nominal range 
between 100 and 130 \pc for the DCIOD-A or between 200 and 260 \^ for the DCIOD-B is applied to a 
constant voltage transformer. Due to a unique design, the transformer maintains the voltage applied to 
the rectifier at a constant over the nominal range of the input line voltage. In this way, the output 
voltage is regulated to ± 1 percent for nominal input voltage and full load. From the transformer, the 
regulated voltage is rectified by a full-wave bridge rectifier and applied to an RC filter network. The 
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filter network keeps the output ripple to less than 1 percent under full load conditions, if the input 
voltage is within the nominal limits. Besides voltage regulation, the transformer also provides short- 
circuit protection for the supply. When a short-circuit occurs, the output voltage is reduced toward 
zero and the short-circuit current is limited to approximately 150 percent of full load current. 
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Figure 3-15 Telegraph Power Supply Block Diagram 

3.1.5 Expanded Data-Set Control DC10E 

Each expanded data-set control allows the central processor to exercise control over a max- 
imum of eight data-sets, two of which may be equipped with automatic calling features. With this 
option, control information is transferred from the central processor to the data-set and data-set status 
information is transferred to the central processor via the DCIOA on a priority interrupt basis under pro- 
gram control. The control interface of the expanded data-set control conforms to EIA standard RS232B. 
The data bits of the control and status words appear in bits 28 through 35 of the l/O data word. These 
are the same bits that are used to transfer a character to and from the. 8-line group unit. 

Since the function of the expanded data-set control differs from that of 8-line group unit 
when they are connected to a data-set, it is worthwhile to explain the main differences between the 
two-line groups. The main function of the eight-line group unit, it is recalled, is to transfer data 
(teletype characters) between the central processor and the data-set. The main function of the expanded 
data-set control is to provide the data-set with additional control features. Therefore, two separate 
data line numbers are associated with the data-set when the additional control features are utilized. 
One line is connected to the DCIOB and is used for data transfer. The other line is connected to the 
DCIOE and is used for control , Each of these lines is assigned a unique line number and is operated 
independent of the other. 

A data-set connected to an 8-line group unit causes both a transmitter flag and a receiver 
flag to be set to indicate its data servicing requirements. A data-set also connected to an expanded data- 
set control operates in a slightly different manner. The expanded data-set control never causes a trans- 
mitter flag to be set because the data-set control information does not have to be periodically retransmitted. 
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Similarly, the data-set status remains constant for long periods of time. Therefore, only the more 
meaningful transitions of status information cause the receiver flag to be set. Provisions have been 
designed into the expanded data-set control to set the receiver flag artificially, as this is the only 
way to check the data-set status when no changes have occurred . 

The DCl OE option controls data-sets with and without the automatic calling feature . Due to 
this fact, two separate explanations of circuit operation at the block diagram level are provided. A 
typical data line without the automatic calling feature is explained and in the second discussion, the 
added circuits required for the automatic calling feature are detailed. 

3.1-5.1 Data Line Without Automatic Calling - A block diagram of a typical DCIOE data line without 
the automatic calling feature is shown in Figure 3-16. In each expanded data-set control (DCIOE), there 
are six identical circuits that provide control of the data-sets that are connected to data lines through 
5, The data lines within the expanded data-set control are enabled by a line number decoder as they 
were enabled in the 8-line group unit. The following discussion will explain circuit operation in general 
terms to provide an understanding of the DCIOE. Since this discussion explains the operation of a typi- 
cal data line, some of the signal names shown on Figure 3-16 and used in the text are incomplete as 
shown. The following signal names should have a capital L and the line numbers as a prefix: 

a. ARTIFICIAL FLAG (1) 

b. OFF HOOK ENABLE (1) 

c. CLR TO SND EIA (CB), CLR TO SND, and CLR TO SND FLO (1) 

d. NOT CLR TO SND FLO (1) 

e. RSTRN DETCTD EIA (RD), RSTRN DETCTD, and RSTRN DETCTD FLG (1) 

f. UNLOAD 

g. LOAD 

h. CLEAR FLAGS 

i. DATA TRM RDY EIA (CD) 
The complete signal name for the line enable signal should include the line number, such as EDSC 
LINE ENABLE, EDSC LINE 1 ENABLE, etc. The remaining signal names are complete as shown. 

To control the data-set, the DATA TRM RDY EIA (CD) signal is routed from the DCIOE to 
the data-set. The data-set responds to the DATA TRM RDY EIA (CD) signal as follows: the data-set 
is conditioned to answer an incoming call or to allow an outgoing call when the signal is true; the data- 
set connection is broken and the data-set is placed in the on-hook condition when the signal goes from 
true to false; and the data-set is placed in the inactive state when the signal is false. To maintain the 
DATA TRM RDY EIA (CD) signal in the true condition, the EDSC DATA TRM RDY OS and OFF HOOK 
ENAB (1) signals must be true. The EDSC DATA TRM RDY OS signal is kept in the true condition if a 
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Figure 3-16 Expanded Data-Set Control 
Typical Line Without Automatic Calling 
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CONO instruction is perforTied every 500 ms with bit 31 of the I/O word in the 1 state to maintain the 
DATA TRM RDY one-shot in the DCIOA in the set condition. The OFF HOOK ENAB (1) signal is true 
when the OFF HOOK ENAB (off-hook enable) flip-flop is in the set condition. To set the OFF HOOK 
ENAB flip-flop, the central processor directs the data line number as explained in the discussion of the 
DCIOA DATAO instruction, places a 1 in bit 29 of the I/O word, and performs a DATAO instruction. 
During the DATAO instruction, the 1 in bit 29 of the I/O word is routed to the DCIOE from the DCIOA 
via the line EDSC DATA 7. After passing through the input buffering circuit, the resultant signal, 
EDSC DATA 7B, Is routed to a set/reset gate. During the DATAO instruction, the EDSC LOAD TRANS 
signal from the DCIOA is ANDed with the EDSC LINE ENABLE signal for the selected data line in the 
LOAD TRANS gate and the resultant signal, LOAD, is used to enable the set/reset gate. The resultant 
signal from the set/reset gate sets the OFF HOOK ENAB flip-flop. 

The EDSC DATA TRM RDY OS and OFF HOOK ENAB (1) signals are ANDed in the DATA 
TRM RDY control and the resultant signal is routed to a DEC-EIA converter. From the DEC-EIA con- 
verter, the DATA TRM RDY EIA (CD) signal is routed to the data-set and the data-set is enabled to 
answer incoming calls or complete outgoing calls. 

If either the OFF HOOK ENAB (1) signal or the EDSC DATA TRM RDY OS signal goes to the 
false condition, the data-set connection is broken. The EDSC DATA TRM RDY OS signal goes to the 
false condition unless the central processor performs the required CONO instruction every 500 ms. 
Of course, this disconnects all data-sets because the EDSC DATA TRM RDY OS signal is common to all 
data lines. The OFF HOOK ENAB (1) signal goes to the false condition if the central processor performs 
a DATAO instruction with bit 29 of the I/O word in the state. The in bit 29 of the I/O word is 
routed through the DCIOA and to the DCIOE over the EDSC DATA 7 line. After passing through the 
input buffering circuit, the resultant signal, EDSC DATA 7B, is in the false condition and is applied to 
the set/reset gate. When the LOAD signal is generated during the DATAO instruction, the OFF HOOK 
ENAB flip-flop is reset and the DATA TRM RDY EIA (CD) signal associated with the selected data line 
is placed in the false condition. This breaks the associated data-set connection. 

When either the OFF HOOK ENAB (1) signal or EDSC DATA TRM RDY OS signal goes to 
the false condition, a 100 ms hold circuit associated with the DATA TRM RDY control maintains the 
DATA TRM RDY EIA (CD) signal in the false condition for 100 ms to ensure that the data-set connection 
is broken. Of course, once the data-set connection is broken, the data set remains inactive until both 
the OFF HOOK ENAB (1) and EDSC DATA TRM RDY OS signals returns to the true condition. 

The procedure that is used to transfer the status of a DCIOE data line to the central processor 
is similar to the procedure used with the DCIOB, but, of course, the type of information transferred is 
different. A CLR TO SND EIA (CB) signal is routed from the data-set to the DCIOE and whenever the 
status of the data-set changes, the change in level of the CLR TO SND EIA (CB) signal is used to set either 
the NOT CLR TO SND (not clear to send) flip-flop or the CLR TO SND (clear to send) flip-flop. 
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A RSTRN DETCTD EIA (RD) signal is used to inform the central processor that the Intermediate translator 
buffer in the data-set is full and the transfer of data is to be halted until the buffer is ready to accept 
new data. When this condition is detected, the level change of the RSTRN DETCTD EIA (RD) signal is 
used to set the RSTRN DETCTD (restrain detected) flip-flop. When one of these flip-flops is set, the 
resultant signal from the flip-flop is routed to the flag set OR gate and the SCAN GROUP signal is 
activated. 

As the scanner in the DCIOA scans the line groups, the active SCAN GROUP signal from the 
DCIOE is detected in the true condition and each of the data lines in the DCIOE is strobed in a sequen- 
tial fashion. When the interrupting data line is located, the scanner is stopped and a program interrupt 
is initiated. The central processor performs a DATAI instruction on a priority basis after It has identi- 
fied a receiver Interrupt. During the DATAI Instruction, the EDSC UNLOAD RCVR signal is in the true 
condition and is ANDed with the EDSC LINE ENABLE signal associated with the interrupting data line 
in the unload gate. The resultant signal from the unload gate, UNLOAD, gates the status of the CLR 
TO SND and RSTRN DETCTD signals and the condition of the OFF HOOK ENAB flip-flop to the central 
processor via the DCIOA. 

An additional feature of the DCIOE allows the central processor to generate an artificial 
program interrupt under program control. To perform this function, a DATAO instruction is performed 
with a ] in bit 28 of the I/O word. This signal is routed through the DCIOA and the resultant signal is 
applied to the DCIOE over the EDSC DATA 8 line. After being routed through the input buffering cir- 
cuit, the resultant signal is ANDed with the LOAD signal in the ART FLAG (artificial flag) gate and 
the resultant signal Is used to set the ARTIFICIAL FLAG flip-flop. The ARTIFICIAL FLAG (1) signal Is 
applied to the flag set OR gate and a program interrupt is generated as explained above. In this fashion, 
the central processor can check the status of the data-set and the condition of the OFF HOOK ENAB 
flip-flop even when a change in status has not occurred. 

3-1 -5.2 Data Line With Automatic Calling - A block diagram of a typical DCIOE data line with the 
automatic calling feature Is shown In Figure 3-17. There are two Identical data lines in each DCIOE 
that are used to control the data-sets connected to data lines 6 and 7. When Figures 3-16 and 3-17 are 
compared, it is observed that all the circuits on Figure 3-16 are also contained in Figure 3-17. Since 
these circuits have been explained In the early discussion, they will not be discussed again here. In- 
stead, the additional circuits for the automatic calling feature will be described. 

The signal names that were Incomplete in Figure 3-16 are also incomplete on Figure 3-17 and 
they are completed by adding an L6 or L7 as a prefix. A number of additional signal names shown in 
Figure 3-17 are also incomplete. To complete the following signal names, add an L6 or L7 as a prefix: 

a. DATA LINE OCC EIA (DLO), DATA LINE OCC 

b. PRSNT NXT DOT EIA (PND), PRSNT NXT DGT, and PRSNT NXT DGT FLG (1) 
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c. ABNDN CALL EIA (ACR), ABNDN CALL, ABNDN CALL FLG (1) 

d. CALL REQ EIA (CRQ) 

e. DIGIT PRESENT EIA (DPR) 

f. NB8 EIA, NB4 EIA, NB2 EIA, and NBl EIA 

g. LOAD DIGIT 

When a call is to be completed, the central processor performs a DATAO instruction with 
bits 29 and 30 of the I/O word in the 1 state. As earlier explained, bit 29 prevents the data-set from 
going to the on-hook condition. Bit 30 is routed through the DCIOA and to the DCIOE over the EDSC 
DATA 6 line. After passing through the input buffering circuit, the resultant signal, EDSC DATA 6B, 
is applied to a set/reset gate. The LOAD signal, generated during the DATAO instruction, enables 
the set/reset gate and the resultant signal from the set/reset gate sets the CALL REQ (call request) flip- 
flop. With the CALL REQ flip-flop in the set condition, the CALL REQ EIA (CRQ) signal is true and 
is routed to the data set. 

The CALL REQ EIA (CRQ) signal causes the data-set to pick up a telephone line and request 
a dial tone. When the dial tone is received by the data-set, the DATA LINE OCC EIA (DLO) and 
PRSNT NXT DGT (PND) signal from the data-set go to the true condition. The PRSNT NXT DGT signal 
sets the PRSNT NXT DGT (present next digit) flip-flop and causes the SCAN GROUP signal to go to the 
true condition. As the scanner scans the line groups, it locates the interrupting data line and causes a 
program interrupt. The central processor identifies the type of interrupt and performs a DATAI instruc- 
tion to transfer the status information. The status information indicates that the data-set is ready to 
receive a digit. 

The central processor now performs a DATAO instruction with the following information in the 
I/O word: the first digit to be dialed in bits 32 through 35 (a BCD digit); a 1 in bit 31; a 1 in bit 30; 
and a 1 in bit 29. Bit 29 prevents the data set from going to the on-hook condition and bit 30 keeps 
the CALL REQ EIA signal in the true condition. At the same time, bits 31 through 35 are routed through 
DCIOA and are applied to the DCIOE and EDSC DATA 5 through EDSC DATA 1 . After passing through 
the input buffering circuit, the EDSC DATA 5B signal is ANDed with the LOAD signal, generated during 
the DATAO instruction, in the load digit gate. The resultant signal, LOAD DIGIT, is used to enable 
the set/«J«i? gates associated with EDSC DATA 4B through EDSC DATA 1 B and to enable the DGT PRSNT 



(digit present)gate. With the PRSNT NXT DGT signal in the true condition, the DGT PRSNT flip-flop is set 
and with the set/«aSf gates associated with EDSC DATA 4B through EDSC DATA 1 B enabled, the BCD 
digit is jammed into the associated flip-flops. 

After DEC-EIA conversion, the resultant signals are routed to the data-set and the first digit 
is dialed. When the first digit has been dialed, the PRSNT NXT DGT signal goes to the true condition. 
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the scanner causes a program interrupt and, after identifying the type of program interrupt, the central 
processor routes the next digit to the data-set by performing a DATAO instruction. This action is re- 
peated for each digit until the complete number has been dialed. 

If a data connection is not established within 7 to 40s after the last digit (screwdriver adjust- 
ment on front of automatic calling unit) the ABNDN CALL EIA (ACR) signal goes to the true condition. 
When the ABNDN CALL EIA (ACR) signal goes true, the scanner causes a program interrupt. The cen- 
tral processor identifies the program interrupt and causes the CALL REQ EIA (CRQ) signal to go false by 
performing a DATAO instruction with bit 30 of the I/O word a 0. Several seconds after the CALL REQ 
EIA (CRQ) signal to the data-set goes false, the DATA LINE OCC EIA (DLO) signal to the DCIOE goes 
false. At this time, the central processor again tries to complete the call . 

Status information for data lines 6 and 7 of the DCIOE is transferred in a similar fashion as 
the status information for data lines through 5. The main difference between the two types of transfers 
is the amount of information transferred. When the central processor performs a DATAI instruction for 
data line 6 or 7 of the DCIOE, the condition of the DATA LINE OCC, PRSNT NXT DGT, and ABNDN 
CALL signals are identified along with the condition of the CLR TO SND, RSTRN DETCTD, and OFF 
HOOK ENAB (1) signals. The DATAI instruction is performed the same for both types of lines. 

3.2 DETAILED DESCRIPTION 

A description of each engineering drawing is provided in this section. Each description con- 
tains an explanation of the logic functions and flow diagrams shown on the drawing and, when possible, 
the logic functions are identified with the associated block on the preceding block diagrams. The level 
of detail in each description is sufficient to provide an understanding of the logic function but is not 
intended to explain the complete circuit operation. If additional detail is required to understand specific 
circuit operation, the maintenance personnel should refer to the DEC logic and module descriptions con- 
tained in the Digital Logic Handbook. 

The engineering drawings for each DLS option are discussed under a separate subheading. 
Each drawing number is listed at the start of the paragraph that contains a discussion of the information 
shown on the drawing. To aid in the understanding of these discussions, refer to the engineering drawings 
contained in the separate engineering drawing volume. 

3.2.1 D-FD-DC10A-0-FD 

This drawing details all control unit operations and shows the scanner operation in a flow 
diagram form. The following discussion is supported by the two sheets of this drawing and is Intended 
to provide maintenance personnel with a review of the above operations. 
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To understand a CONO instruction, it must be remembered that the DLS is selected and the 
lOB CONO SET signal is generated 1 ps after the lOB CONO CLR signal . Under these conditions, 
the lOB CONO CLR signal (D8, sheet 1) starts the CONO by clearing the PI register. Then, the lOB 
CONO SET signal (D6, sheet 1) is generated and the following functions are performed: the PI channel 
number on the lines lOB 33 through lOB 35 is stored in the PI register; the DLS power clear circuit is 
activated if lOB 30 (1) is true, and the DATA TRM RDY OS one-shot is set if lOB 31 (1) is true; and the 
group and units registers in the scanner are cleared if lOB 32 (1) is true. 

To understand a DATAO instruction, it must be remembered that the lOB DATAO SET signal 
follows the lOB DATAO CLR signal by 1 ps. The lOB DATA CLR signal (D5, sheet 1) sets the CNTR 
DATAO flip-flop and also sets SCNR DIRECTED DATA flip-flop if lOB 11 (1) is true and clears SCNC 
PI REQ if lOB n (1) is false. If lOB 1 1 (1) is true, the SCNR DIRECTED DATA flip-flop enables the 
directed data switch and the data line number in lOB bits 12 through 17 selects the data line and con- 
ditions the data gates. When lOB 11 (1) is false, the line number in the scanner registers is used to select 
the data line and condition the data gates. With the CNTR DATAO flip-flop in the set condition, the 
data gates are enabled and the data are routed to the selected line group via the associated data cable. 

The lOB DATAO SET signal (D2, sheet 1) is generated 1 ps and the LOAD TRANS A and B 
signals are generated and routed to the line groups. When the LOAD TRANS signal is applied to the 
selected line group, the data on the active data cable are loaded into the selected line unit and the 
selected line transmitter flag is cleared. The trailing edge of the DLS DATAO SET signal clears the 
CNTR DATAO, SCNR DIRECTED DATA, and the SCNR COUNT RESTART flip-flops and the scanner 
returns to normal operation. 

The last operation shown on this diagram is the power reset . The lOB RESET signal (D7, sheet 1) 
is routed from the central processor and is used to generate reset signals for the DLS control circuits. 

The scanner flow diagram is drawn in two parts. The second sheet of the flow diagram shows 
the scanning subroutine. When the SCNR PI REQ flip-flop is in the cleared condition, each group (line 
group) is checked for a set flag in sequential fashion. If a set flag is not located, the group counter is 
incremented and the next group is checked. When a true group flag is located, the lines (data lines) 
within this group are checked fora set flag in a sequential fashion. If the line flag is not set, the units 
counter is incremented and the next line is checked. When the set flag is located and the maintenance sig- 
nal isnotselected, theSCNRPI REQflip-flopis setand thescanner is stopped. At this time, a PI signal is 
routed to the central processor and the interrupting data-line number is stored in the group and units counter. 

3.2.2 D-BS-DC10A-0-CLKD 

This drawing shows the baud-rate clock circuits and three control circuits. The baud-rate clock 
circuits (Al through C8) contain three identical clock circuits that are used to establish the baud rates. 
Refer to the block diagram discussion for an explanation of circuit operation. 
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The unload RCVR gate (D7) Is used to generate the CLKD UNLOAD RCVR A and B signals. 
In this gate, the signals CNTR RCVR FLAG (1) and DLS DATAI are ANDed and the resultant signal is 
routed to bus drivers where It is amplified. The amplified signal is routed to the line groups as the sig- 
nal CLKD UNLOAD RCVR during a DATAI and is used to load the data Into the central processor via 
the I/O bus. The signal IND ECHO is used to perform a similar function during the maintenance mode. 

The CLKD LOAD TRANS A and B signals are generated in the following fashion. During a 
DATAO instruction, the DLS DATAO SET OR ECHO signal is routed to the bus drivers (D5) from the 
DATAO set gate. The resultant signal from the bus driver Is routed to all line groups and is used to load 
the data on the active data cable Into the line group. 

The last signals that are shown on this drawing are the CLKD DAT TRM RDY OS A and B sig- 
nals. When the DATA TRM RDY OS is in the 1-state, the DLS DAT TRM RDY OS (1) signal is routed 
from the DLS DATA TRM RDY OS and is applied to the bus drivers (D3). From the bus drivers, the re- 
sultant signals are routed to the line groups. This signal is used In the expanded data-set control option 
to permit the data-set to be In the off-hook condition. 

3.2.3 D-BS-DC10A-0-CNTR 

This drawing contains a series of control logic circuits. The group transmit enable gates (A7 
through D7) generate the transmit enable (TRANS ENABLE) signal for the selected line group during a 
DATAO instruction. If lOB 27 (1) is false. To generate the TRANS ENABLE signal, the group enable 
signal for the selected line group is ANDed with the CNTR DATAO and ~ RIO lOBR 27 (1) signals. 
The resultant signal from the selected group transmit enable gate is routed to the selected line group and 
Is used to condition the transfer circuit. 

During the maintenance mode, the IND ECHO signal is routed to a series of eight inverters. 
The resultant signals from the inverters are routed to the eight line groups as a TRANS ENABLE signal. 

The DLY B31 1 delay (D5) Is started by the DLS DATAO SET signal during the performance of 
a DATAO instruction. After an 85 ns delay, the trailing edge of the CNTR DATAO SET DLY signal 
clears the CNTR DATAO flip-flop, the SCNR DIRECTED DATA flip-flop and SCNR COUNT RESTART 
flip-flop. 

The CNTR WRITE lO BUS signal is generated by the write I/O bus gate (C5) during a DATAI 
or CONI instruction. When the DLS DATAI signal or DLS CON! signal is applied to the write I/O bus 
gate, the resultant signal is routed to a bus driver. From the bus driver, the CNTR WRITE lO BUS signal 
is routed to the write I/O bus gates. The write I/O bus gates are conditioned and the data are trans- 
ferred to the central processor via the I/O bus. 

The receiver flag strobed control is shown at B5. During a DATAI instruction, the CNTR 
RCVR FLAG flip-flop is set if SCNC RCVR FLAG STROB signal and SCNC COUNT RESTART (1) signal 
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is true. The CNTR RCVR FLAG flip-flop stores the fact that there was a receiver flog even though the 
actual flag signal, SCNC RCVR FLAG STROB, is cleared early in the DATAI instruction cycle by the 
CLKD UNLOAD RCVR signal. In this way, it is assured that bit 27 of the DATAI I/O data word is 
correct. The CNTR RCVR FLAG flip-flop is cleared by the trailing edge of the DLS DATAI signal . 

The CNTR DATAO flip-flop and associated bus drivers (B3 and C3) are used to generate the 
CNTR DATAO signal during a DATAO instruction. Signal DLS DATAO CLR sets the CNTR DATAO 
flip-flop and the 1 side of the CNTR DATAO flip-flop is connected to four bus drivers. The resultant 
signal from the bus driver is used to enable the selected group transmit enable gate and the selected 
group data gates throughout the DATAO instruction cycle. The trailing edge of the CNTR DATAO SET 
DLY signal clears the CNTR DATAO flip-flop and the DLS is ready for the next instruction 85 ns after 
the DLS DATAO SET signal was applied. 

3.2.4 D-BS-DClOA-0-DATl Through D-BS-DC10A-0-DAT4 

These drawings show the eight similar data mixer circuits required to perform the data transfers 
between the central processor and the eight line groups. Each data mixer consists of eight data gates 
that are used during a DATAO instruction, eight data gates that are used during a DATAI instruction and 
one data gate that is used during a CONI instruction. Since all data mixers are similar, the following 
explanation is used to explain the operation of one data mixer and is intended to cover the operation of 
all data mixers. 

During a DATAO instruction, the data bit associated with the data mixer is routed in parallel 
from the input data buffering circuit to the eight data gates associated with the DATAO transfer. The 
CNTR DATAO signal is routed to the data gates associated with the DATAO transfer and is used to con- 
dition all of these data gates. Then, the selected group enable signal is routed to the data gate associated 
with the selected line group and the data gate for the selected line group is enabled. With the data 
group enabled, the data bit is routed through the enabled data gate and is routed to the selected line 
group via the data cable. 

The operation of the data mixer during a DATAI instruction is similar to the data mixer oper- 
ation during a DATAO instruction except that the data bit is routed from the selected line group to the 
data gate associated with the selected line group. The DLS DATAI signal is routed to the data gate 
associated with the DATAI instruction and is used to condition these gates. Then, the group enable 
signal for the selected line group enables the associated data gate and the data bit passes through the 
enabled data gate to the associated write I/O bus gate. 

During a CONI instruction, the eight CONI data gates are conditioned but only the data 
mixers for bit 1 through bit 5 are used to transfer data. Signal ~SCNC TRANS FLAG STROB is routed 
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to a data gate associated with data mixer 5 and is false when a transmitter flag is set. A data gate 
associated with data mixer 4 receives the CNTR RCVR FLAG (0) signal and this signal is false when a 
receiver flag is set. The three sides of the PI register are routed to data gates associated with data 
mixers 1 through 3. The false conditions of these signals are used to obtain the desired information 
transfer because there are three inversions between the data mixer data gates and the I/O bus. The three 
inversions are performed as follows: the first inversion is performed by a gated inverter in the data 
mixer data gate; the second inversion is performed by a gated inverter in the write I/O bus gates; and 
the third inversion is caused by the logic level change at the I/O bus interface. Then, the data gates 
associated with the CONI instruction are enabled by the DLS CONI signal during the performance of 
a CONI instruction. The information is routed through the enabled data gates and applied to the as- 
sociated write I/O bus gates. 

3.2.5 D-BS-DC10A-0-DLS 

This drawing contains the logic that controls the DLS input/output operation. Since all I/O 
devices share the I/O bus, the DLS must be selected by the central processor before any input/output 
instruction is performed. To select the DLS, the central processor routes the device number over 14 
lines of the I/O bus to the control unit. The 14 device-selection lines are connected to a pair of W990 
Option Cards (B7 through D7) and the option cards are wired to select the desired 3-digit octal device 
number. 

On this drawing the jumpers are connected to decode the device number 240^. The output 
lines from the option cards are routed to the DLS device decoder (D6) along with the ~IND MAINT 
signal. When the DLS device number 240g is generated by the central processor and the maintenance 
mode is not selected, the device number is decoded and the DLS DEVICE SELECTED signal is true. 

When a DATAO instruction is executed, the central processor generates the lOB DATAO CLR 
signal and the DLS device number. These signals are routed to the control unit via the I/O bus. The 
DLS device number is decoded and the DLS DEVICE SELECTED signal is used to enable the DATAO clear 
gate (D5). At the same time, the lOB DATAO CLR signal is inverted and the resultant signal is applied 
to the DATAO clear gate. The DATAO clear gate generates the DLS DATAO CLR signal and this signal 
is used to condition the control unit to perform the DATAO instruction by setting the CNTR DATAO flip- 
flop and possibly the SCNR DIRECTED DATA flip-flop. The central processor generates the lOB DATAO 
SET signal 1 jjs after generating lOB DATAO CLR. With the DLS DEVICE SELECTED signal still true, 
the data clear gate (D5) is enabled. The lOB DATAO SET signal is inverted and the resultant signal is 
routed to the enabled DATAO clear gate. The DLS DATAO set signal is generated by the DATAO clear 
gate and the DLS DATAO SET OR ECHO signal is generated by the TRANS OR gate (B2) to complete 
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the DATAO instrucHon. The TRANS OR gate (B2) also generates the DLS DATAO SET or ECHO signal 
when the IND ECHO signal or the IND CLEAR TRANS signal is true during the maintenance mode. 

To perform a CONO instruction, the DLS device number and the lOB CONO CLR signal are 
generated by the central processor. The DLS device number is decoded to generate the DLS DEVICE 
SELECTED signal and the DLS DEVICE SELECTED signal enables the CONO clear control gate (C5). 
The lOB CONO CLR signal is inverted and the resultant signal is routed to the enabled CONO clear 
control gate. At this time, the DLS PI CLR signal is generated and is used to clear the PI storage regis- 
ter (B4and B5). The central processor generates the lOB CONO SET signal 1 ps after lOB CONO CLR 
signal. With the DLS DEVICE SELECTED signal still true, the CONO set control gate (C5) is enabled. 
The lOB CONO SET signal is inverted, the resultant signal is routed to the enabled CONO set control 
gate, and the DLS CONO SET signal is generated to execute the CONO instruction. During the 
CONO instruction, the following functions are performed: the 3-digit PI channel number on RIO lOBR 
33 (I) through RIO lOBR 35 (1) is gated into the PI storage register (B4 and B5); the DLS DATA TRM RDY 
one-shot (B4) is reset, if RIO lOBR 31 (1) is true; the DLS RESET GROUP signal {A2) and the SCNC 
RESET UNITS signal are generated, if the RIO lOBR 32 (1) signal is true; the DLS RESET signal is gen- 
erated and a power clear is initiated by the power reset gate (D3), if the RIO lOBR 30 (1) signal is true. 

When a DATAI instruction is executed, the central processor generates the DLS device number 
and the lOB DATAI signal. The DLS device number is decoded and the DLS DEVICE SELECTED signal 
enables the DATAI control gate (B5). With the DATAI control gate enabled, the DLS DATAI signal is 
generated when the lOB DATAI signal is applied. The DLS DATAI signal conditions the DATAI data 
gates in the data mixers, generates the CNTR WRITE lO BUS signal, and conditions the unload RCVR 
gate and the RCVR flag strobed control as shown in the DATAI block diagram. 

To execute a CONI instruction, the central processor generates the DLS device number and 
the lOB CONI signal. The DLS device number is decoded and the DLS DEVICE SELECTED signal is 
generated and is used to enable the CONI control gate (B5). When the lOB CONI signal is routed to 
the enabled CONI control gate, the DLS CONI signal is generated. The DLS CONI signal generates 
the WRITE lO BUS signal and enables the CONI data gates in the data mixers. The output lines from 
the PI storage register (A5 and A4) are connected to the CONI data gates in the data mixers and the line 
number stored in the PI storage register is routed to the central processor via the I/O bus when the CONI 
is executed. 

The PI decoder (A6 and A7) is conditioned by the SCNR PI REQ (1) signal. With the SCNR 
PI REQ (1) signal true, the line number stored in the PI register is decoded and the output line from the 
decoder associated with the assigned PI channel is activated. The decoder output lines are routed to 
the central processor via the I/O bus and the active line identifies which PI channel has initiated the 
program interrupt. 
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The power clear circuit (B3, CI through C4, and Dl through D4) is used to clear the DLS 
control circuits. This circuit is activated when the power switch is turned-on or turned-off, when the 
MAINT switch is turned off or on due to contact bounce, when the RIO lOBR 30 (1) signal is true during 
the execution of a CONI instruction, or when the central processor generates the lOB RESET signal (D8). 
When the last two conditions occur, the DLS RESET signal is generated and is routed to the power clear gate 
(D3). The power clear gate generates the DLS PWR CLR signal and the DLS control circuits are cleared. 
When the power switch is turned on, power is applied to the DLS but a normally-closed (NC) contact in 
the 844 Power Control remains in the NC position 4s. During the 4s delay, the ~ DLS POWER UP signal 
is true and is used to set the DLS PWR ON one-shot. The DLS PWR ON (1) signal from the DLS PWR 
ON one-shot is true and is routed to the power reset gate where the DLS PWR CLR signal is generated. 
After the 4s delay, the NC contact opens and the DLS PWR ON one-shot returns to the clear condition 
after an additional 100 ms. When the power switch Is turned off, the NC contact in the power control 
closes and DLS power remains in the on condition for 4s. When the NC contact closes, the ~DLS 
POWER UP signal is again true and the DLS PWR ON one-shot Is set. At this time, the DLS PWR ON (1) 
signal to the power clear gate is true and the DLS PWR CLR signal is generated. 

When the MAINT switch is turned on or off, the contact bounce sets the DLS PWR ON one- 
shot. The DLS PWR ON (1) signal is true, and of course, the DLS PWR CLR signals are generated, 

3.2.6 D-BS-DClOA-0-IND 

This drawing shows the circuits used in the maintenance circuit. In zones A6 through D8, 
the circuit that compares the setting of the group and units switches with the contents of the scanner 
counters is shown. Each output line from the switches is connected to a clamped load and an AND gate. 
A complementary signal from the scanner register is connected to the AND gate and the two signals are 
compared. When the switch-selected data line number is different than the data line number selected 
by the scanner, two or more of the AND gates are enabled and the IND ADDRESS ^ SW signal is true. 
The scanner continues to scan through the line group until it reaches the switch-selected data line num- 
ber. At this time, the IND ADDRESS ^ SW goes false if the selected data line has either a transmitter 
or receiver flag In the set condition. 

The inverter shown at A6 generates the IND MAINT signal when the MAINT switch on the 
indicator panel is turned on. When the IND MAINT signal is true, it inhibits the DLS device decoder, 
maintains the PI REQ flip-flop in the reset condition, and conditions the RCVR and TRANS AND gates 
in the echo control circuit. 

A pair of clamped loads shown at D6 are used in the generation of the IND DTR OS DIS signal 
when the DTR DIS switch on the indicator panel is turned on. The IND DTR OS DIS signal is used during 
software debugging. In this way, the need to set the data term ready one-shot every 500 ms is eliminated. 
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At Bl through B3, the group switch is shown. The units switch is not shown, but it is identical 
to the group switch. Each switch is wired to generate one octal digit and the output lines from the 
switches are routed to the comparison circuit shown at A7 through D8. 

At CI and C2, the TRANS AND gate and pulse amplifier are shown and at C3 and C4, the 
RCVR AND gate, pulse amplifier and inverter are shown. The components are used in the echo circuit 
to generate the IND CLEAR TRANS signal and the IND ECHO signal, respectively. 

The delay, gates, and pulse amplifier used in the indicator circuit is shown in zones Dl and 
D4. The SCNR COUNT CLOCK signal starts the 500 ns delay and at the end of the delay, the IND 
COUNT CLOCK DEL signal is routed to a DCD gate. When the switch-selected data line number is 
equal to the scanner-selected data line number and a data line flag associated with the selected data 
line is in the set condition, the ~ IND ADDRESS f^ SW signal is true and the DCD gate is enabled. 
When the IND COUNT CLOCK DEL is applied to the enabled DCD gate, a signal is applied to a pulse 
amplifier and the IND STROBE signal is generated by the pulse amplifier. The IND STROBE signal is 
used to enable the TRANS and RCVR DCD gates and the active strobed signal (s) is routed through its 
enable DCD gate. The resultant signal from the active DCD gate starts a one-shot and the associated 
indicator is illuminated. 

In zones A4, B4, A5, B5, and 86, the connections for the indicators are shown. These in- 
dicators provide an indication of the DLS operation. 

3.2.7 D-BS-DC10A-0-LSEL 

This drawing shows the group decoder and the line number bus drivers. The six lines from the 
group control switch are connected to the group decoder (A7 through D7). The six lines of the octal 
group number associated with the selected group are decoded and the group enable signal for the selected 
group is generated. The selected group enabled signal is inverted and routed to the group scanner con- 
trol, the data mixers and the line groups. 

Each of the six output lines from the units control switch is routed to a bus driver and the 
selected line number is routed to the bus drivers over the six lines as an octal number. After power 
amplification in the bus drivers, the selected line number is routed to the line decoders in the line groups. 

3.2.8 D-BS-DCIOA-O-RIO 

Shown in this drawing are the input buffering circuits between the central processor and the 
DLS. These circuits provide the required buffering during the execution of a DATAO or CONO in- 
struction. The central processor routes a 1 over lOB 11 (1) (DT) and the selected data line number over 
lOB 12 (1) through lOB 17 (1) (B7 through D7) when the active data line is selected under program control 
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during a DATAO instruction. When data are transferred during a DATAO instruction, the central 
processor routes a over lOB 27 (1) (B7) to maintain the RIO BIT 27 flip-flop in the cleared condition. 
The RIO BIT 27 flip-flop prevents the RIO BIT 27 (0) signal from going false before the CNTR DATAO 
signal and thus prevents a positive spike in the GROUP n ENABLE signals. After a series of transfers 
have been completed, the central processor performs a DATAO instruction with lOB 27 (1) a 1 . The 
RIO BIT 27 flip-flop is set and the transmitter enable gates are inhibited. Under these conditions, the 
transmitter flag is cleared during the DATAO instruction and the scanner is freed to scan the line groups. 
At the end of the DATAO instruction, the RIO BIT 27 flip-flop is cleared by the CNTR DATAO SET DLY 
signal and the DLS is conditioned for the next instruction. 

Data may be transferred over lOB 28 (1) through lOB 35 (1) (B5 through D5) during the ex- 
ecution of a DATAO instruction, and over lOB 30 (1) through lOB 35 (1) during the execution of a 
CONO instruction. 

3.2.9 D-BS-DC10A-0-SCNC 

This tv/o sheet drawing shows the scanner control circuits. On sheet 1 , the scanner control 
(B3 through B8 and D7), the units scanner control (CI through C4), units counter reset circuit (D5) and 
the PI REQ flip-flop clear circuit (C5) are shown. The transmitter flag gate (A6 through D8) and the 
receiver flag gate (A2 through A4) are shown on sheet 2. 

In each line group, the flag lines from the eight data lines are collector ORed and a common 
scan group line is returned to the scanner control. The scan group lines from the eight line groups are 
connected to their associated AND gate shown at B3 through B8 of sheet 1 . As the count in the group 
counter is decoded, the group enable signal for the selected line group is generated and routed to its 
associated AND gate. In the AND gate, the group enable signal and the scan group line for the selected 
line group are ANDed. If all data line flags in the selected line group are in the cleared state, the sig- 
nal on the scan group line is false and the SCNC SCAN signal is false. Under these conditions, the 
-SCNC SCAN signal is true and the SCNC COUNT GROUP NO is generated (D7, sheet 1). The group 
counter is incremented by the SCNC COUNT CLOCK signal, the next sequential group enable signal is 
generated, and the next sequential scan group line is checked. When a line group with a data line flag 
in the set condition is checked, the SCNC SCAN signal is generated and the group counter is stopped 
because the ~ SCNC SCAN signal goes to the false condition. With the SCNC SCAN signal true, the 
unit scanner control (CI through C4) is enabled. At this time, the scanner sequentially scans each data 
line in the selected line group. If both the transmitter and receiver flag strobed signals associated with 
the data line being scanned are false, the SCNC TRANS FLAG STROB and SCNC RCVR FLAG STROB 
signal are false and the ~ SCNC FLAG STROBED signal is true. Under these conditions, the ~ SCNC 
FLAG STROBED signal is ANDed with SCNC SCAN signal to generate the SCNC UNITS signal and the 
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units counter is incremented. After the units counter is incremented, the next sequential data line in 
the selected line group is checked for a set data line flag. This action is repeated until the SCNC 
TRANS FLAG STROB signal and/or SCNC RCVR FLAG STROB signal becomes true to indicate a set data 
line flag or until line 7 is reached. At this time, the SCNC FLAG STROBED signal is inverted and the 
resultant signal is ANDed with the SCNC SCAN signal to generate the SCNC SET PI REQ signal. At 
this time, the scanner is stopped. 

If all data lines in a line group have been checked without locating a set data line flag, an 
AND circuit (C7 and D7, sheet 1) in the group scanner control generates the SCNC COUNT GROUP 
NO signal when the units counter reaches the count of seven and the ~SCNC FLAG STROBED signal 
is true. 

The SCNC RESET UNITS signal is generated by the circuit shown at D5 of sheet 1 and is used 
to reset the units counter under the following conditions: when the DLS PWR CLR signal is generated; 
when the SCNC COUNT GROUP NO signal is ANDed with the SCNR COUNT CLOCK signal; and 
during a CONO instruction, if lOB 32 (1) is a 1 . 

The circuit shown at C5 of sheet 1 is used to generate the SCNC PI REQ CLR signal during 
the execution of a DATAI when the CNTR RCVR FLAG (1) signal is true or during the execution of a 
DATAO instruction, if the -RIO lOBR 11 (1) signal is true. The SCNC PI REQ CLR signal is used to 
clear the PI REQ flip-flop. 

The transmitter flag gate is shown at A6 through D8 of sheet 2. In each line group, the trans- 
mitter flag strobed lines from the eight data lines are collector ORed and a common transmitter flag 
strobed line from each line group is returned to the transmitter flag gate. When the scanner locates a 
line group that requires service, each data line in the line group is strobed sequentially until a set 
transmitter flag is located. At this time, a TRANS FLAG STROBED signal is routed from the line group 
to tbe transmitter flag gate via the common transmitter flag strobed line. The TRANS FLAG STROBED 
signal is inverted and applied to an OR gate. The resultant signal from the OR gate is inverted and the 
SCNC TRANS FLAG STROB signal is generated and routed to the unit scanner control . 

The receiver flag gate is shown at A2 through A4 of sheet 2. The operation of the receiver 
flag gate is identical to the transmitter flag gate. As in the transmitter flag circuit, the receiver flag 
strobed lines from the eight data lines in each line group are collector ORed and a common receiver 
flag strobed line from each line group is returned to the receiver flag gate. When the data lines in the 
selected line group are strobed, a RCVR FLAG STROBED signal is returned to the receiver flag gate, if 
the scanner locates a receiver flag in the set condition. The RCVR FLAG STROBED signal is used to 
generate the SCNC RCVR FLAG STROB signal that is routed to the unit scanner control. 

When the unit scanner control receives SCNC RCVR FLAG STROB signal and/or the SCNC 
TRANS FLAG STROB signal, the scanner is stopped and a program interrupt signal is generated. 
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3.2,10 D-BS-DCTOA-0-SCNR 

This drawing shows the group counters (B5 through B7), the units counter (B3 through B5), the 
directed dote flip-flop (B7 and B8), the group directed data switch (Dl through D8), the units directed 
data switch (CI through C8), the scanner clock (Bl), the scanner count restart flip-flop (B3), the scan- 
ner count hold flip-flop (Bl), and the PI REQ flip-flop (B3). 

The scanner clock is a 600 ns clock used to clock the scanner operation. The output from the 
clock, SCNR CLOCK, is routed to a DCD gate that is enabled when the SCNR COUNT HOLD flip-flop 
is in the reset condition or when the maintenance mode is selected. The output signal from the DCD 
gate is applied to a pulse amplifier and the resultant signal, SCNR COUNT CLOCK, is used to perform 
the following functions: increment the group counter when the SCNC COUNT GROUP NO signal is 
true; increment the units counter when the SCNC COUNT UNITS signal is true; set the PI REQ flip-flop 
when the SCNC SET PI REQ signal Is true; start a delay in the indicator circuit; and set the SCNR 
COUNT RESTART and SCNC COUNT HOLD flip-flops when the SCNR SET PI REQ signal is true. Dur- 
ing a program interrupt the PI REQ flip-flop is in the set condition, the DCD gate is disabled, and scanner 
operation is stopped . 

The SCNR COUNT HOLD (hold) flip-flop is provided to perform the following functions: to 
stop the SCNR COUNT CLOCK signal at the same time as the PI REQ flip-flop; to allow the PI REQ 
flip-flop to be cleared when the DLS DATAO CLR signal or DLS DATAI signal becomes true; and to 
prevent the restarting of the SCNR COUNT CLOCK signal until the trailing edge of the DLS DATAI 
signal or CNTR DATAO SET DLY signal . The SCNR COUNT RESTART (restart) flip-flop forms the 
second half of the two flip-flop restart synchronizer with the COUNT HOLD flip-flop to facilitate re- 
starting the SCNR COUNT CLOCK signal without getting a partial pulse. When a program interrupt is 
initiated, the SCNC SET PI REQ signal conditions the set gate to both flip-flops and the next SCNR 
COUNT CLOCK pulse sets both flip-flops. With the hold flip-flop in the set condition, the DCD gate 
at the scanner clock output is inhibited and the scanner operation is stopped until either the DLS DATAI 
signal or CNTR DATAO SET DLY signal becomes false after the interrupt has been serviced. At this 
time, the restart flip-flop is cleared by whichever signal goes false and the clear gate to the hold flip- 
flop is conditioned. The next SCNC CLOCK pulse from the scanner clock clears the hold flip-flop. 
With the hold flip-flop in the 0-state, the DCD gate at the output of the scanner clock is enabled and 
the scanner is returned to normal operation. 

The group counter and the units counter are identical 3-stage flip-flop counters. The SCNR 
COUNT CLOCK signal increments the group counter when the SCNC COUNT GROUP NO signal is true 
and the units counter when the SCNC COUNT UNITS signal is true. 

The SCNR DIRECTED DATA (directed data) flip-flop is used in the selection of the data line 
number. When the central processor generates the data line number during the execution of a DATAO 
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instruction, the selected group number is routed to the group directed data switch via lOB 12 (1) through 
lOB 14 (1) and the selected units number is routed to the units directed data switch via lOB 15 (1) 
through lOB 17 (1). At the same time, a 1 is routed from the central processor over lOB 11 (1) and after 
buffering, the resultant signal, RIO lOBR 11 (1), is used to condition the set gate of the directed data 
flip-flop. With the set gate conditioned, the directed data flip-flop is set by the DLS DATAO CLR sig- 
nal. The set side of the directed data flip-flop enables the group and units control switches to select the 
group number and unit number that was directed by the central processor. These numbers are then used 
in the selection of the data line. 

To clear the directed data flip-flop, the CNTR DATAO SET DLY signal is generated 85 ns 
after the lOB DATAO SET signal and is routed to the clear side of the directed data flip-flop and the 
flip-flop is cleared by the trailing edge. When the directed data flip-flop is cleared, the zero side of 
the directed data flip-flop enables the group and units control switches to select the group number and 
units number stored in the group and units counters, respectively. At this time, the control of the data 
line selection is returned to the scanner. 

3.2.11 D-BS-DClOA-0-WIO 

This drawing shows the write I/O bus gates that are used to gate data onto the I/O bus during 
the performance of a DATAI or CONI instruction. 

During the execution of a CONI instruction, the DLS CONI signal gates the following data 
through the associated data gates of the data mixers; the resultant data ore applied to the write I/O bus 
gates: the DAT 2 lOBW 30 (1) signal is true if the DTR DIS switch is on; the DAT 2 lOBW 31 (1) signal 
is true if the interrupting data line transmitter flag is set; the DAT 3 lOBW 32 (1) is true if the interrupt- 
ing data line receiver flag is set; the octal PI channel number is contained in the DAT 3 lOBW 33 (1), 
DAT 4 lOBW 34 (1) and DAT 4 lOBW 35 (1) signals. The DLS CONI signal is used to generate the 
CNTR WRITE lO BUS signal and the data are gated through the write I/O bus gates and to the central 
processor via the I/O bus. 

During the execution of a DATAI instruction, the interrupting line number, either a 5-bit or 
8-bit teletype character, and a signal that identifies a receiver interrupt is routed to the central proces- 
sor via the I/O bus. The interrupting line number stored in the group and units counter is routed to the 
write I/O bus gates associated with lOB 12 (1) through lOB 17 (1). Signal DLS DATAI is ANDed with 
the CNTR RCVR FLAG (1) signal; the resultant signal is routed to the write I/O bus gate associated with 
lOB 27 (1). When the interrupting line has a receiver flag in the set condition, the CNTR RCVR FLAG (1) 
signal is true, the resultant signal from the AND gate is true, and a 1 is routed to the central processor 
when the CNTR WRITE lO BUS signal is generated. The DLS DATAI signal gates either a 5- or 8-bit 
teletype character from the interrupting line group through the associated data gates in the data mixers; 
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1-he resultant data are applied to the write I/O bus gates. The write I/O bus gates associated with 
lOB 31 (1) through lOB 35 (1) receive the 5-bit character; or the write I/O bus gates associated with 
lOB 28 (1) through lOB 35 (1) receive the 8-bit character. At the same time, the DLS DATAI signal 
is used to generate the CNTR WRITE lO BUS signal which enables the write I/O bus gates. With the 
write I/O bus gates enabled, the data are routed to the central processor via the I/O bus. 

3.2.12 D-MU-DC10A-0-MU 

This two sheet drawing shows the module utilization charts. Each module and cable is identi- 
fied by module number and by a brief functional description. To locate a module or cable, it should be 
remembered that the topmost row of the DCIOA is the A row and that card slot 32 is located at the ex- 
treme left when viewed from the rear inside of the cabinet or the extreme right when viewed from the 
front of the cabinet. 

3.2.13 D-BS-DCIOB-Q-COMM 

On this drawing, the control and data cables that interface the DCIOB with the DCIOA and 
the common control circuits for the 8-line group unit are shown. At D5 through D7, the clock option 
card and its associated input and output lines are shown. The three baud rate clock frequencies gener- 
ated in the DCIOA are routed to the clock option card via the control cable. At the clock option card, 
a jumper is used to route the desired clock frequency to each of the eight clock lines. 

The line number decoder is shown at B4 through C5. The octal line number associated with 
the selected data line is routed from the DCIOA to the line number decoder in all line groups via six 
lines of the control cable. At the same time, the group enable signal is routed from the DCIOA to the 
line number decoder in the selected line group via the control cable. When the group enable signal is 
true, the line number decoder is enabled, the line number is decoded, and the line enable signal for the 
selected data line is generated. The line enable signal is routed to the teletype receiver and the tele- 
type transmitter associated with the selected data line. 

3.2.14 D-BS-DC10B-0-L01 Through D-BS-DC10B-0-L67 

This series of four drawings shows the eight data line circuits of the DCIOB. The operation 
of each of the eight data line circuits is identical, except each data line has its own associated line 
enable signal and clock line. The clock frequency on each of the clock lines is selected through the 
use of a jumper on the clock option card; the line enable signal for the selected data line is generated 
by the line number decoder. Since the operation of all data line circuits is identical, a general de- 
scription of a typical data line circuit is provided and is intended to cover the operation of all data lines. 
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Refer fo the data line circuit for data line 0, located at A5 through D7 of drawing DClOB-0-LOl , 
for the following discussion of circuit operation. This circuit consists of a W706 Teletype Receiver mod- 
ule, a W707 Teletype Transmitter module, a W708 Teletype Interface (clock) module, and associated cir- 
cuits. From the engineering drawing, it may be observed that all receiver and transmitter modules share 
a common data bus; over this data bus, data are transferred in a parallel fashion. During an DATAO 
instruction, the central processor receives data from the receiver module via the DCIOA. 

Since the teletype receiver and transmitter modules operate independently of each other when 
the data line is operated in full-duplex, this type of operation is assumed at this time. The operation of 
the receiver module is explained first, and is followed by a discussion of the transmitter module opera- 
tion. Following these discussions, the differences in the half-duplex and full-duplex with local copy 
operations are explained. 

The keyboard of a device is connected to the appropriate keyboard terminal as follows: KYBD 
EIA terminal, if the output levels of the device conform to EIA Standard; RS-232-B; KYBD (DC) + and 
KYBD (DC)—, if the device operates with a local line. The receiver module monitors the serial input line 
(terminal AF), and when a start element of a teletype character is detected, the clock enable signal 
(Terminal BJ) enables the external W708 Clock Module. A clock signal from the clock module is routed 
to the receiver module (terminal BS) and is used to clock the incoming teletype character. As the serial 
bits of the teletype character are received, they are sampled and loaded into a buffer in the receiver 
module. One-half unit after the start of the 8-bit, the receiver flag is set (terminal AP). 

Since all the flag lines in the line group are collector ORed together, the SCAN GROUP 
signal is true and is routed to the scanner in the DCIOA. The scanner scans the line groups and, upon 
locating the SCAN GROUP signal from the interrupting group in the true condition, the scanner sequen- 
tially strobes the data lines of the interrupting group. When the flag strobed line (terminal AH) of the 
interrupting receiver module is strobed, the RCVR FLAG STROBED signal (terminal AN) becomes true. 
At this time, the scanner stops and initiates a program interrupt that is routed to the central processor. 

The central processor services the interrupting receiver module by performing a DATAI in- 
struction on a priority basis. During the DATAI instruction, the UNLOAD RCVR signal is generated in 
the DCIOA and the LINE ENABLE signal is generated by the line number decoder. The UNLOAD RCVR 
and LINE ENABLE signals are ANDed and the resultant signal is applied to terminals BT and AD of the 
teletype receiver module. 

With the signal at terminal BT true, the data in the receiver module buffer are transferred 
onto the data bus in a parallel fashion and the data on the data bus are routed to the central processor 
via the DCIOA. At the same time, the signal at terminal AD clears the receiver flag and the receiver 
module is ready to receive another teletype character. 



3-56 



The central processor performs a DATAO instruction under program control to transfer data 
to the transmitter module. After the first character is transferred, the transmitter module sets its flag 
(terminal AD) to indicate that it has sent out the character and that the next character transfer may be 
performed. This action is repeated until all data are transferred. At this time, the central processor 
performs a DATAO instruction ( with lOB bit 27 a 1 which Inhibits the TRANS ENABLE signal) to clear 
the transmitter flag and release the scanner. 

To transfer data to a transmitter module under program control, the central processor transfers 
the data line number and the data to the DCIOA via the I/O bus during a DATAO instruction. In the 
DCIOA, the directed data-line number is used to generate the selected group enable signal and the data 
line number. The data are routed through the DCIOA and are placed on the data bus to the selected line 
group. The group enable signal and the data line number are routed to the line number decoder in the 
selected line group and the LINE ENABLE signal for the selected data line is generated. During the 
DATAO instruction, the DCIOA also generates the LOAD TRANS and TRANS ENABLE signals. The 
LOAD TRANS signal is ANDed with the LINE ENABLE signal for the selected data line and the resultant 
signal is routed to terminals BE and AU of the transmitter module associated with the selected data line. 
At this time, the signal at terminal BE loads the data on the data bus into the buffer of the transmitter 
module, the signal at terminal AU clears the transmitter flag to free the scanner, and the TRANS ENABLE 
signal enables the serial transfer circuit of the transmitter module. The start and stop elements are as- 
sembled with the data to form a teletype character and the teletype character is transferred to the printer 
serially via the serial line (terminal AH). The serial transfer is clocked by the clock signal (terminal BD) . 
The printer of the device is connected to the appropriate printer terminals as follows: the PRNTR EIA 
terminal is used, if the input levels of the device conform to EIA Standard RS-232-B; PRNTR (DC) + and 
PRNTR (DC)- terminals are used if the device operates with a local line. One-half unit after the stop 
element is placed on the serial line, the transmitter module indicates it is ready to receive another char- 
acter by setting its flag (terminal AL) and the SCAN GROUP signal becomes true. 

The scanner scans the line groups until it reaches the scan group line from the interrupting line 
group. Then, the scanner strobes each data line in the interrupting line group sequentially until the in- 
terrupting transmitter module is strobed (terminal AV). At this time, the TRANS FLAG STROBED signal 
from the interrupting line group becomes true and stops the scanner. The scanner initiates and routes a 
program interrupt to the central processor. 

After determining that the interrupting data line is ready to receive additional data, the cen- 
tral processor performs a second DATAO instruction under program control and routes the next character 
to the interrupting transmitter module via the DCIOA. During the second DATAO instruction, the data 
line number stored in the scanner is used to generate the necessary signal, and the central processor is 
not required to direct the data line number. Except for this one point, the second DATAO instruction is 
performed in the same manner as the first. 
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The central processor continues to perform the second type of DATAO instruction on a priority 
interrupt basis and routes data to the interrupting transmitter module one character at a time. 

After all information has been transferred to the interrupting data line, as directed by the 
program, the central processor performs a third type of DATAO instruction during which clears the trans- 
mitter flag but transfers no data. During this type of a DATAO instruction, data are not placed on the 
data bus and the TRANS ENABLE signal is not generated. The LOAD TRANS signal is ANDed with the 
LINE ENABLE signal for the interrupting line and the resultant signal at terminal AU clears the trans- 
mitter flag. Once the transmitter flag is cleared, the central processor must direct additional servicing 
of this data line under program control. 

In the above discussions, it was assumed that the data line was operating as a full-duplex 
line. When a data line is operated in half-duplex or full-duplex with local copy mode, circuit oper- 
ation is slightly different because the transmitter module should not operate when the keyboard is in use. 
In these modes, the half-duplex jumper for the data line is inserted between its assigned terminals on the 
half-duplex option card to connect the WAIT line from the clock module to the transmitter module 
(terminal AM). With the half-duplex jumper in place, the transmitter module is loaded in a similar 
fashion, but its serial transfer circuit is disabled If the receiver module is operating. When the receiver 
module stops, the serial transfer circuit of the transmitter module is enabled and the character is trans- 
ferred from the transmitter module to the printer via the serial line. In half-duplex operation, the 
transmitted character will be received by the receiver module and both will cause an interrupt at the 
end of the character (the receiver module first, the transmitter module one unit later). 
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CHAPTER 4 
MAINTENANCE 



4.1 



SCOPE 



Maintenance of the DCIO Data Line Scanner consists of preventive maintenance procedures 
that are performed periodically, adjustment procedures that are performed periodically or when a mal- 
function is located in the associated circuit, and troubleshooting procedures that are performed in the 
event of equipment malfunction. The procedures presented here assume that maintenance personnel are 
familiar with the data line scanner theory of operation contained in Chapter 3 of this manual, PDP-10 
input/output programming described in the PDP-10 Handbook, data line scanner programming notes con- 
tained in Section 2.4 of this manual, and the operating principles of teletype systems. 



4.2 



EQUIPMENT REQUIRED 



The test equipment required for maintenance activities is listed in Table 4-1 . Only special 
maintenance equipment is listed, because standard hand tools, cleaners, test coETtes and probes are con- 
sidered a part of every well-equipped maintenance activity. 



I 



Table 4-1 
Special Maintenance Equipment 



Equipment 


Manufacturer 


Model 


Dual-Trace Oscilloscope 

0. IV sensitivity, l^Hz frequency 

response ^ff;. 


Tektronix 


453, 454, 540 series, 580 series 
with dual trace plug-in units as 
required 


Dual-beam Oscilloscope 
with viewing hood and plug-in 
units (See Note) 


Tektronix 


Type 551 with viewing hood and 
a CA or 1A1 plug-in unit 


Module Extender 


DEC 


G998 or W980 


Data Line Scanner 
Diagnostic Program Tape 


DEC 


MAINDEC-10-D2CA-D 


Teletype Machine (See Note) 


Teletype Corporation 


ASR 33 or ASR 35 



xyac 



NOTE: The dual-beam oscilloscope and the ASR Teletype 
are not normally required. However, they are the only 
practical way of troubleshooting timing problems related 
to the time scale of the Teletype, due to the low-duty cycle 
and high-timing jitter involved. A suitable alternative 
to the dual-beam oscilloscope is a high-frequency, dual- 
twam or high-frequency chopping storage oscilloscope. 



e- 
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The following oscilloscopes in addition to the Tektronix 
551 listed are suitable for tms purpose: 

1 . Hewlett-Packard 141 A with 1401 A or 1402A plug- 
in unit and a suitable time base plug-in unit (not suit- 
able for 10 ps signals) 

2. Marconi TF2202 with two TM 6962 amplifiers, 
suitable time base plug-in unit and TD39601 visor 
(6fiAHz bandwidth) 



#1 



rr Tektronix 555 or 556 with high-frequency vertical 
plug-in unit and suitable time base plug-in unit 

4. Tektronix 564 with a 3A6 plug-in unit and suitable 
time base (not suitable for 4 microsecond signals) 

5. Tektronix 565 with two 3A6, 3A7 or 3A8 plug-in 
units 



4.3 PREVENTIVE MAINTENANCE 

Preventive maintenance consists of tasks performed prior to the initial operation of the DC10 
Data Line Scanner and periodically during its operating life to ensure that it is in satisfactory operating 
condition. Faithful performance of these tasks forestalls possible future failure by correcting minor damage 
and discovering progressive deterioration at an early stage. A log book used to record data found during 
the performance of each preventive maintenance task will indicate the rate of circuit deterioration and 
provide information which will enable maintenance personnel to determine when components should be 
replaced to prevent failure of the equipment. These tasks consist of the following checks: mechanical 
checks which include cleaning and visual inspections; power supplies checks; clock and delay module 
timing checks and adjustments; and margin^rchecks which aggravate border-line conditions or intermittent 
failure so that they can be detected and corrected. All preventive maintenance tasks should be performed 
as a function of conditions at the installation site and the down-time limitations of equipment use. Per- 
form the mechanical checks at least once each month or as often as required to maintain efficient func- 
tioning of the cooling equipment. All other tasks should be performed on a regular schedule, at an in- 
terval determined by the reliability requirements of the system. For a typical application, a schedule 
of every four months or 1000 equipment operating hours, whichever occurs first, is suggested. 

4.3.1 Mechanical Checks 

The following steps should be performed during a mechanical check; the indicated corrective 

action should be performed, if a substandard condition is located. 

a. Clean the exterior and the interior of each equipment cabinet housing the data line 
scanner by using a vacuum cleaner or clean cloths moistened in nonflammable nonconductive solvent. 
Be sure the solvent is not harmful to paint. 



4-2 



b. Clean dirt from the blower assemblies while using care not to damage cable assemblies 
or modules. 

c. Visually inspect the equipment for completeness and general condition. Repaint any 
scratched or corroded areas. 

d. Inspect all wiring and cables for cuts, breaks, fraying, deterioration, kinks, strain, and 
mechanical security. Tape, solder, or replace any defective wiring. 

e. Inspect each row of modules to assure that each module is securely seated in its connector. 

f. Verify that the proper I/O bus cables and all other interconnecting cables are firmly 
seated in their respective connectors. 

g. Inspect power supply capacitors for leaks, bulges, or discolorations. Replace any capac- 
itors giving these signs of malfunction. 

4.3.2 Power Supply Checks 

The data line scanner contains two types of power supplies. A DEC 779 or 779A Power Supply 
provides the power for the logic modules and a DEC 12-05949 Power Supply provides the power for the 
integrated circuits located in the DCIOB, Check the output voltage and ripple content of the supplies 
and assure that they are within tolerances. Use a multimeter to check the output voltages without discon- 
necting the load and use an oscilloscope to measure the peak-to-peak ripple content on the dc output. 

DEC 779 or 779A Power Supply - Check the two output voltages from this supply at the logic 
end. These voltages are not adjustable, so if the output voltage or ripple content is not within the tol- 
erance specified, the suppjy is considered defective and troubleshooting procedures should be performed. 

Chjpk the +10p output between the red (+) and black (-) wires to assure that it is between 
+9.5 to +1 1 .^ with less than 800 mVrms ripple. Check tha-15V output between the blue (-) and 
block (+) wires to assure that it is between -14.5 and -16.^ with less than 1000 mV rms ripple. Note 
that the black wires are common with the fUWUI 5U|JuK|' chassis. 

we— - 

DEC 12-05949 Power Supply - Check the output of theintegrated circuit power supply between 
terminal J of module A15 in the DCIOB to assure that it is +3.4Y ±5%, This power supply has a voltage 
set adjustment that should be used if the output voltage is not within the stated tolerance. Adjust so that 
all ripple, noise, etc., is centered in the range of +3.4^ to +3.78r/ and does not exceed this range. 



of +3.4^ to+3.7Ef/ar 



4.3.3 Clock and Delay Adjustments 



The number of clock and delay adjustments in the data line scanner have been kept to a min- 
imum through careful equipment design but, of course, all adjustments could not be eliminated. In the 
following paragraphs, the scanner clock and indicator clock delay one-shot adjustment procedures are 
detailed. Then, the procedures for checking and adjusting the data terminal ready one-shot and the 
indicator one-shots are explained. 
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4.3.3.1 Scanner Clock Check and Adjustment - This procedure should be performed when the scanner 
clocK module is replaced or wnen trie scanner clock timing is suspected to be out of tolerance. To per- 
form this procedure, perform the following steps: 

a. Turn data line scanner power on. 

b. Connect one channel of an oscilloscope dual-trace pre-amp to pin F07D of the scanner 
clock module (a type R401 module located at F07 of the DCIOA). 

c. Adjust oscilloscope to obtain a waveform on the oscilloscope that is similar to the scanner 
clock waveform shown in Figure 4-1 . 



DCIOA 
F07 
PIN D 
(R401) 



DCIOA 
004 
PIN F 
(B301) 




SCANNER 
CLOCK 



INDICATOR 
CLOCK DELAY 
ONE -SHOT 



Figure 4-1 Scanner Clock Adjustment 



d. Measure the time of one cycle to assure it is equal to 600 ±50 ns. 



CAUTION 



High voltage is present in the DC10 even though the logic 
power is turned off. 



e. If the scanner clock waveform is out of tolerance, gain access to the scanner module through 
the rear of the DCIOA cabinet and adjust the trimpot to bring the waveform within the tolerance. Use 
caution to avoid short circuiting or damaging the logic or the modules. 

f. Leave the oscilloscope connected to pin D of the scanner clock module and perform the in- 
dicator clock delay one-shot check and adjustment procedure with the second scope probe. 

4.3.3.2 Indicator Clock Delay One-Shot Check and Adjustment - This procedure is performed after the 
scanner clock has been adjusted. Perform the following steps: 
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a. Perform, buf do not repeat, the scanner clock check and adjustment procedure. 

b. Connect the second channel of the oscilloscope dual-trace preamp to pin D04F of the 
indicator clock delay one-shot module (Type B301 module located at D04 of the DCIOA). 

c. Adjust the oscilloscope to obtain a waveform on the oscilloscope that is similar to the 
indicator clock delay one-shot waveform shown in Figure 4-1 . 

d. Measure the time between the two waveforms as shown in Figure 4-1 to assure it is equal 
to 1 00±20 ns . 



CAUTION 

High voltage is present in the DC10 even though the logic 
is turned off. 

e. If the waveform is not within the stated tolerance, gain access to the indicator clock delay 
one-shot module and adjust the trimpot to bring the waveforms within the tolerance. Use caution to ovoid 
short-circuiting or damaging the logic or the modules. 

4.3.3.3 Data Terminal Ready One-Shot Check and Adjustment - The DLS DATA TRM RDY one-shot 
(R303) module located at Ell of the DCIOA) should be set for 500 ms. Part T6 of the DLS diagnostic 
program MAINDEC-10-D2CA-D sets the DLS DATA TRM RDY one-shot every "f. Thus, DCIOA pin El ID 
should be negative for 500 ms and at ground for 1500 ms when this test is performed and when the DTR DIS 
switch is off. To adjust the one-shot, perform part T5 of the DLS dioj^nostic program and adjust the one- 
shot by reducing the delay until pin EllD is not continuously negative and then increase the delay until 
pin EllD is negative all the time. This procedure will set the DLS DATA TRM RDY one-shot to approx- 
imately 500 ms. 

4.3.3.4 Indicator One-Shot Check and Adjustment - The IND TRANS DEL (Type R303 module located 
at E03 of the DCIOA), and IND RCVR DEL (R303 module located at E04 of the DCIOA) one-shots are 
most conveniently adjusted by placing the DLS in the maintenance mode (MAINT switch in the up 
position) and typing characters on a Teletype connected to the DLS. Connect one probe of an oscillo- 
scope dual-trace preamp to DCIOA pin E03D and the other probe to DCIOA pin E04D. Alternately 
adjust the one-shots with their associated trim pots while typing on the Teletype until both delays have 
been adjusted to approximately 100 ms. These adjustments are not critical because they do not affect the 
performance of the DLS. 

4.3.3.5 Telegraph Line Current Check and Adjustment - The total dc circuit resistance of a telegraph 
line is adjusted to obtain the desired line current. Perform the line current adjustment procedure 
described in Section 2.5.2.7 to check the line current. When a defective Type G854 Telegraph Line 
Module is replaced, the strapping must be inserted and the line current adjustment procedure performed, 
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4.3.3.6 Telegraph Line Bias Current Check and Adjustment - The operating point of each polar relay 
is established by adjusting the bias current. To perform a bias current check, complete the bias current 
adjustment procedure in Section 2.5.2.7. This procedure should be performed when a defective Type 
G854 Telegraph Line Module or polar relay is replaced. 

4.3.4 Margin Checks 

Margin checks are performed to aggravate borderline conditions within the logic circuits, 
thereby revealing solid observable faults. In this way, marginal conditions can be corrected to forestall 
equipment downtime. Margin checks can also be used as a troubleshooting aid for locating marginal or 
intermittent components. Checks may be performed by varying the logic voltages manually at the margin 
control panel of the central processor while performing a diagnostic procedure under program control. 



CALRION 

The voltage on the +3.6f^ input to the integrated circuit modules 
(W706, W707, and W708) should never be allowed to exceed 
+4.5ILbecause the integrated circuits may be permanently damaged. 

The integrated circuits may be margined by varying the voltage set adjustment on the 3.6i 



power supply. 

4.4 CORRECTIVE MAINTENANCE 



.JU^^^ 



The data line scanner is constructed of highly reliable transistorized modules and standard 
circuits. Use of these circuits and faithful performance of the preventive maintenance tasks ensure rela- 
tively little equipment downtime due to failure. Should a malfunction occur, the condition should be 
analyzed and corrected as indicated in the following procedures. The best corrective maintenance tool 
is a thorough understanding of the physical and electrical characteristics of the system. Maintenance 
personnel should become thoroughly familiar with the theory of operation described in Chapter 3 of this 
manual, specific circuit modules described in the DEC Logic Handbook, the engineering drawings con- 
tained in Chapter 5 of this manual, and the location of mechanical and electrical components described 
in Chapter 1 . 

Diagnosis and remedial action for a malfunction are performed in the following phases: 

a. Preliminary investigation to gather all information and to determine the mechanical and 
electrical security of the data line scanner. 

b. System troubleshooting to Isolate the malfunction to a module through the use of diagnostic 
programming, signal tracing, or aggravation techniques. 

c. Module troubleshooting to locate defective components within a module. 
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d. Repairs to correct the cause of the malfunction. 

e. Validation test to assure that the malfunction has been corrected. 

f. Log entry to record pertinent data. 

4.4.1 Preliminary Investigation 



It is virt ypily^lm possible to outli ne any spe Pflc procedures for locating malfunction within the 
data line scanner. Before beginning troubleshooting procedures, explore every possible source of infor- 
mation. Ascertain all possible information concerning any unusual function of the system prior to the 
malfunction and all possible program information such as the routine in progress, the condition of the 
indicators, etc. Search the maintenance log to determine if this type of malfunction has occurred before 
or if there is any cyclic history of this type of malfunction, and determine how this condition was pre- 
viously corrected. When the entire data line scanner fails, perform a visual inspection to determine the 
mechanical and electrical integrity of all power sources, cables, connectors, etc. Assure that the power 
supplies are operational by performing the power supply checks as described under Preventive Mainten- 
ance. 

4.4.2 System Troubleshooting 

Do not attempt to troubleshoot the data line scanner without first gathering all information 
possible concerning the malfunction, as outlined under Preliminary Investigation. 

Commence troubleshooting by repeating the operation during which the malfunction was in- 
itially observed, using the same conditions. Thoroughly check the operating conditions for proper con- 
trol settings and note the operation of all indicators before and at the time of malfunction. Careful 
checks should be performed to assure that the system is actually at fault before continuing the corrective 
maintenance procedures. Loose or faulty cable connections can often give indications very similar to 
those caused by internal malfunctions. Faulty ground connections between pieces of equipment are a 
common source of trouble. The data line scanner must be properly grounded to prevent high voltage 
transients. 

If the malfunction has been determined to lie within the data line scanner, but cannot be 
localized to a specific logic function, perform the diagnostic program procedure. When the malfunction 
has been isolated to a specific logic element, continue troubleshooting to locate the defective module 
or component by means of signal tracing. If the malfunction is intermittent, a form of aggravation test 
should be employed to locate the malfunction. 

The data line scanner flow chart supplied inChapter 5 of this manual is very useful in system 
troubleshooting. This chart illustrates the events that occur during normal operation and the sequence of 
the events. When an event does not occur at the proper moment, all possible conditions leading up to its 
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schedule occurrence can be located on the flow chart and can be checked for normal operation. All such 

information can be related to individual logic elements on the block schematics by cross references on the 

flow diagram. 

Diagnostic Program- The most efficient means of troubleshooting the data line scanner makes 
use of the diagnostic program described in MAINDEC-10-D2CA-D. This routine provides a complete 
test of the data line scanner under operational conditions. 

Signal Tracing - If a malfunction has been isolated to a specific logic element, program the 
central processor to repeat an instruction in which all functions of that logic element are utilized. If 
the central processor cannot be used for the required test, control flip-flops or register flip-flops can be 
cleared or set manually by momentarily placing a ground to the appropriate flip-flop output terminal. 
Counting operations of registers can be checked by grounding the appropriate DCD inputs to provide 
clocking of the registers. Under these conditions, use the oscilloscope to trace signal flow through the 
suspected logic element. The oscilloscope sweep may be synchronized with data-line scanner control 
signal by connecting the trigger input of the oscilloscope to the appropriate module terminal. Trace 
output signals from the connector to its final destination. The signal-tracing method can be used to 
determine with certainty the quality of pulse amplitude, duration, rise time, and the correct timing 
sequence of the signal. If an intermittent malfunction occurs, signal tracing should be combined with 
an appropriate form of aggravation test. 

Intermittent Malfunctions - Intermittent malfunctions caused by poor wiring connections can 
often be revealed by tapping the modules while running a repetitive routine, such as the diagnostic pro- 
gram. Often, wiping the handle of a screwdriver across the back of a suspect row of modules is a useful 
technique. By repeatedly starting the program and vibrating fewer and fewer modules, the malfunction 
can be localized to within one or two modules. After isolating the malfunction in this manner, check 
the seating of the modules in the connector, the module connector for wear, misalignment, and mal- 
function, and the module wiring for a poor connection. 

4.4.3 Module Troubleshooting 

The procedure followed for troubleshooting and correcting the cause of a malfunction within 
modules and power supplies depends upon the downtime limitations. Where downtime must be kept at a 
mimum, it is suggested that a replacement parts program be adapted to maintain at least one spare module 
or power supply which can be inserted into the cabinet when system troubleshooting procedures have 
traced the fault to a particular component. A list of modules and power supplies is compiled from the 
engineering drawings contained in Chapter 5 of this manual. 
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CAUTION 

High voltage is present in the DCIO even though the logic 
power is turned off. 

On-Line Dynamic Tests - Where downtime is not critical, the spare parts list can be reduced 
and signal tracing techniques can be utilized to troubleshoot modules. This type of procedure is per- 
formed as follows: remove suspected module; insert module extender into the module connector; 
insert suspected module into the module extender; and perform signal tracing procedure with an oscil- 
loscope while the equipment is operated in a routine which exercises the module circuits. 

4.4.4 Repair 

For minimum system downtime, replace defective modules and/or system components that have 
been located during system troubleshooting procedures. When system downtime is not critical and module 
troubleshooting procedures are employed, perform repairs using good shop practices. Remove defective 
components by cutting the component leads and removing the leads from the printed board with a solder 
sucker. When soldering semiconductor devices, use a heat sink and the smallest soldering iron adequate 
for the work. Perform all soldering operations in the shortest possible time to prevent damage to com- 
ponents. Replace defective components with components of equal or greater quality or closer tolerance. 
Replace defective cross-connecting or interconnecting Teletype wiring using the 66A or 31 7B tool sup- 
plied with each system. When terminating wire, orient the tool so that it cuts the excess end of the 
wire rather than the active conductor. 

4.4.5 Validation Test 

Following the replacement of any electrical component, a test should be performed to assure 
the correction of the malfunction and to make necessary adjustments. This test should be taken from the 
preventive maintenance procedure most applicable to the portion of the system in which the malfunction 
was located. Normally, the diagnostic program serves this purpose if the malfunction was located in a 
logic element pertaining to data transfer functions. If the malfunction was located in control element, 
the control function should be checked by manually setting and clearing or by programmed exercise of 
the function. 

When time permits, it is suggest that the entire preventive maintenance task be performed as 
a validation test. The reasons for this are as follows: other components may be marginal; while the 
equipment is down and available, preventive maintenance can be performed and need not be rescheduled 
for the normal period. 
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4.4.6 Log Entry 

Corrective maintenance procedures are not completed until they are recorded in the mainten- 
ance log. Record all data indicating the symptoms given by the malfunction, the method of malfunction 
location, and any other information which would be helpful in maintaining the equipment in the future. 
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CHAPTER 5 
ENGINEERING DRAWINGS 



5.1 INTRODUCTION ^ 

This chapter confarns reduced_cfipie?af the engineering drawings and replacement schematics 
required for understanding and maintaining the data line scanner. The engineering drawings in this 
chapter are in addition to a complete set of full-size drawings supplied with each system. Should any 
discrepancy exist between the drawings in this manual and those supplied with the equipment, assume 
the full-size drawings are correct. The full-size drawings should be used by maintenance personnel for 
work on the data line scanner because they show the variations peculiar to an individual installation. 
Replacement schematics are furnished for test and maintenance purposes. The circuits on these drawings 
are proprietary in nature and should be treated accordingly. 

Refer to the Table of Contents for a complete list of engineering drawings for the data line 
scanner and the page number on which the drawings appear. 
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DRAWING TERMINOLOGY 



The engineering drawing numbers for the data line scanner contain six fields of information, 
separated by hyphens. A typical example of a drawing number is shown below. Example: 

D - BS - DCIOA - A - CLKD - P03 



Drawing 
Size 



Drawing Code 



Revision 
Indicator 



Drawing Title 
Abbreviation 



Manufacturing 
Variation 



Option Number 



The drawing size, option number, and the drawing title abbreviation are self-explanatory. The manu- 
facturing variation letter identifies the variation that the drawings reflect. For example: reflects 
drawing applicable to all variations; A reflects the 60 Hertz equipment; etc. The drawing code identi- 
fies the type of drawing. A list of the common drawing codes follows. 

1 . BS - Block Schematic or Logic Diagram 

2. CL- Cable List 

3. CS - Circuit Schematic 

4. FD - Flow Diagram 

5. IC - Interconnection Drawing 
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6. KS- Key Sheet 

7. MU - Module UHlization 

8. RS - Replacement Schemafic 

9. SD - System Diagram 
10. TD - Timing Diagram 
n . WD - Wiring Diagram 

Signal names on the drawings cross reference the signal to the drawing where the signal originates. 
Two typical examples of signal names are shown below. 



Example 1 1 



DLS 



PI 



CLR 



Descriptive Abbreviation 
(Program Interrupt Clear) 



Drawing Title Abbreviation 

(DATA LINE SCANNER lO CONTROL) 



Example 2: 



^ 



SCNC 



FLAG STROBED 



Descriptive Signal Name 



Drawing Title Abbreviation 
(SCANNER CONTROL) 



Signal Active when in the FALSE condition 
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LOGIC SYMBOLS 



The DEC standard logic symbols are shown at the input of most circuits to specify enabling 
condition required to produce a desired output. These symbols represent either standard DEC logic 
levels or standard DEC pulses. All pulses in the DC10 ore R-series pulses. 

Typical engineering symbols ore shown in Figure 5-1 . 
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LOGIC LEVELS 



All logic signals ore either standar^l DEC l^ic levels or standard DEC pulses. A standard 
DEC logic level is either a ground (0 to -0.31) or -31/ (-2.5 to -A.O^). Logic signals are generally 
given mnemonic names which indicate the condition represented by assertion of the signal . An open 
diamond ( O) indicates that the signal is a level and that ground represents assertion; a solid dia- 
mond (— ♦) indicates that the signal is a level and that -3V represents assertion. 

All logic levels applied to the conditioning-level inputs of capacitor-diode gates must be 
present either 100 or 400 ns (depending on the module used) before an input triggering pulse is applied 
to the gate. 
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The standqcd DEC negativeipulse is indicated by a solid triangle ( ►) and goes from 

ground to -2.5 or -^ (-2.5 to -4. 0]/ tolerances). The standard DEC positive pulse, indicated by an 
open triangle ( >), goes from -3V to ground. The width of the standard pulses used in this equip- 
ment is either 100 or 400 ns, depending on the module and application. 

Occasionally, the transition of a level is used at an input where a standard pulse is other- 
wise expected and a composite symbol ( -♦> ) is drawn to indicate this fact. The triangle is drawn 
open or solid depending, respectively, on whether the positive (-S)/ to ground) or the negative (ground 
to -3V) transition triggers circuit action. The shading of the diamond is opposite that of the triangle to 
indicate triggering on the trailing edge. 

Any other signal is nonstandard and is indicated by an arrowhead ( ^) pointing in the 

direction of signal flow. 



NON-STANDARD SIGNAL 



POSITIVE PULSE OR LEADING EDGE 
OF A POSITIVE LEVEL 



NEGATIVE PULSE OR LEADING EDGE 
OFA NEGATIVE LEVEL 



POSITIVE LEVEL 



NEGATIVE LEVEL 



TRIGGERING ON THE TRAILING EDGE 
OF A NEGATIVE LEVEL 



^^ff- 



'^ 



LOAD RESISTOR CLAMPED AT 



* 



^ i- 



POSITIVE NAND, NEGATIVE NOR DIODE GATE 



i^ L- 



'\jh OR "X/V 



POSITIVE NOR, NEGATIVE NAND DIODE GATE 




CAPACITOR -DIODE GATE, POSITIVE OR NEGATIVE 
INDICATED BY POLARITY OF THE INPUTS. 

1. PULSE INPUT 

2. CONDITIONING LEVEL INPUT 
S. PULSE OUTPUT 



5 6 5 6 



t5 — 5t 



rr 



FLIP-FLOP (MOST FLIP-FLOPS HAVE ONLY 
SOME OF THE FOLLOWING.) 

1. DIRECT-CLEAR INPUT 

2. GATED-CLEAR INPUT 

3. DIRECT-SET INPUT 

4. GATED -SET INPUT 

5. OUTPUT LEVEL, -3V IFO, OV IF I 

6. OUTPUT 



Figure 5-1 DEC Standard Logic Symbols 
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u 



Y~'- 



DELAY (ONE SHOT MULTIVIBRATOR) 

V CONDITIONING LEVEL INPUT 

2. PULSE INPUT 

3. OUTPUT LEVEL, -3V DURING DELAY 



Figure 5-1 DEC Standard Logic Symbols (cont.) 
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FLIP CHIP PULSES 



FLIP CHIP circuit operation in the data line scanner uses the DEC R-series pulses. The 

( R-! 

puis 



_. ... _| _ ^ __ — — — -■»• ■- -— ■— r--™ '• ■ • — 

pulse produced by the R-series modules starts at -3w, goes to ground (-0.^) for 100 or 400 ns, then 
returns to -SV. This pulse is idealized in Figure 5-2. v 



-0.2V. 





, lOOnt , 

^- OR * l«-<tOOn« 

' 400nt ' I 



Figure 5-2 R-Series Pulse 
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